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Viewpoints 

Marco Negrete on Structured 
VLSI Design 



WITH THE CAPABILITY of putting 450,000 devices on a 
chip, enough to implement a 32-bit microcomputer, 
designers are well into the VLSI era Isee bos. page 1 1}. 
II the trend of 2-ttM increases in density per year established over 
the last decade continues, we will soon be talking about ultra-LSI, 
The rewards are great as higher levels of integration are achieved. 
The most obvious benefit is the dramatic decrease in the cost per 
function as the cast of a chip is amortized ovet a larger number of 
functions. Equally important are ihe increases in performance and 
overall reliability that accrue as devices shrink in size. These ad- 
vances open up entirely new applications, and there's more to 
come, si nee by some estimates, densities can increase by a factor of 
LOG before the fundamental limits of the technology are reached 

Achieving higher levels of integration depends on continual 
improvements in device fabrication, but if past experience isHny 
indication, advances in device fabrication will continue to outstrip 
design capabilities. Substantial improvements in design appmach 
are continuaMy being made as new tools are integrated into the 
design process, but some fundamental breakthroughs will be re- 
quired to reverse this trend. 

Major Problems 

Some of the problems encountered are simply results of the 
tremendous in urease in the number of devices, Others are results of 
the increases in functional complexity rnade possible by the scale 
oj integration now achievable, 

For example-, it is clear from the number of devices alone (hat a 
designer as even a team of designers can no longer deal with 
individual devices. If sing the traditional "paper doll approach of 
laying out Individual polygons on mylar, digitizing and then as- 
sembling these ini<> an overall layout would take, by 

mates, fif) years to lay nut a chip with UNUIUO devices, 

The nature oi the chip design task has changed as well. Novv that 
it is possible to put .* complete microprocessor oil B chip, the 
designer must be concerned with a much broader range of prob- 
lems, Compared to the days when chip design consisted of a com- 
bination ol device physics and circuit design, the span of design 
has expanded greatly to include logic design, machine organiza- 
tion, and even system architecture. 

Integrated Design Approach 

Finding an answer to these problems is the subject of intense 
interest within the industry and the university community. There 
is no simple answer, and numerous approaches are being pursued. 
A common theme Ls emerging* however, namely structured design. 
The goal is to structure the design process by s[d tiling ihe ,!• 
i nto success i vely small er pieces tot ak i advantage &f the Simplifica- 
tion I hiil ran be achieved, but (a splir it in such a way that the 
individual piece- I iUt be combined in a coherent fashion. 

The design prot ess is div idrd inhi several phases such as func- 
tional desi ription, logic design, circuit desigfl, simulation, layout, 
design verification, and so on. In eat h phase; different levels of 
abstra* $\ f eused to highlight those learn res of the design Impor- 
tant during that particular [abase and to minimize the amount of 
Information the designer has to deal with This allows the designer 
to focus attention on the critical items, thereby greatly simplifying 



the total process and increasing the reliability of the design. U 
each phase of the design, increasingly detailed representations of 
the design are developed, and the design tasks alternate bet 
. : design verification. 

In a typical design, for example, a designer starts by def in i ... 
ms to be performed and partitioning the design into a set of 
logical blocks that together are capable of performing the desired 
functions. A functional simulation is performed to determine if the 
functional design is capable of producing the desired results. Once 
satisfied that the functional description is correct, the designer 
develn^ <i i hip plan, which shows how the various pieces go 
together on silicon. Then comes the logic and circuit design pi 
a process o| decomposing and refining the design into successively 
smaller blocks until all blocks are implemented. Logic and circuit 
simulations are performed to determine whether the blocks per- 
form properly. The designer thru pi m eeds to la\ out the eh tu.il in 
silicon act ■: jt i ling in a set of design ru tes lor the process to be used to 
fabricate the devices. Finally, a design rule verification is per- 
formed to see whether or notan$ design rules have been violated. 

At each stage of the design, the di-ic nsists of a set of sym- 
bolic reprepresentations, In general, each of these representations 
is relatively independent of the others and is keyed to a particular 
design Incus reflecting the set of design choices appropriate to the 
corresponding phase ut design. They ere < I' kSflh tied. hm\ ever, in 
that as the design progresses through its various phases, inhu ma- 
tion generated in previous phases provides the base on which 
succeeding phases of the design are built. The emphasis is on 
maintaining continuity from one phase to the next, starting with 
ihe algorithm describing thebesfa sei of functions tn he performed 
and evolving into the set of masks used |o fabricate the device In 
many ways the design process is analogous to the top-down struc- 
tured design approa* h used in designing complex software sys- 
tems. 

In addition to the simplification inherent in separating the de- 
sign into separate design phases, simplification is achieved in the 
process of par! i lion i ng t he o vera 1 1 sy s t em . Th i s si art s w i I h d eeid i ng 
what part of the total system will go on the chip in the ilrst place 
and defining a suitable interface between the thip and the rest of 
the system. In a similar fashion, the design task may be divided into 
several smaller subtasks or modules flu ring each phase of the 
design. By defining a set of standard modules, the number of 
different modules thai have to be designed can be significantly 
reduced. Furthermore, by combining existing modules to form 
even larger modules, the entire chip can be built up out of prngres- 
larger blocks, resulting in a highly leveraged . i r l i L regular 
chip design. 

Separating the design into phases and partitioning the system 
Into modules is no! new. What is new is the need to pull these 
diverse design activities together into an integrated design ap- 
proach. The chip is now a complex system .villi subsystems and 
subsystem Interfaces of its own. fa addition Hi-- > rmplhig between 
the subsystems is generally much tighter than the coupling be- 
tween subsystems that can be physically isolated. Any change in a 
subsystem i m ripple through the entire chip, causing the design 
tasktu grow exponentially. Consequently, structuring ol Hie design 
to maintain independence of the individual modules and increas- 
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ing the regularity of the design are key considerations. 

Circuit Design and Simulation 

Today the design process Ls Ear from ideal. It is split into two 
distinct areas: 1) circuit design and simulation and 2 J artwork and 
design rule checking. Means of bridging the gap between these two 
are relatively primitive. This is largely because tools have evolved 
starting at opposite ends of the spectrum, with paper dolls at one 
extreme and circuit design at the other. Tool development has been 
driven by the need to improve constantly on existing techniques. 

In circuit design and simulation, the designer now has tools for 
circuit level or gate level design in a hierarchical fashion. Circuit 
elements are added and iniprconmrcmd interactively on a GRT- 
liHsed graphics editor. Once defined, these circuits can be included 
in other circuits along with other primitive circuit elements. As a 
result, the designer is able to build up an arbitrarily large circuit out 
of increasingly complex cells, starting, for example, with a set of 
primitive elements such as transistors, diodes, and resistors to 
build a gate, a set of gates to build a register, and so on, These 
circuits can then be used to form the building blocks that have been 
previously defined In the process of top-down design. 

Since building breadboards is no longer feasible at the present 
scale of integration, the designer must rely on software simulation 
to verify the design, There is a choice of circuit, logic, or functional 
simulation, depending on the size of the circuit and the level of 
detail desired. The tedious and error-prone task of entering the 
circuit or logic level description has been greatlv simplified. The 
description can now be generated automatically either from the 
computer-based schematic that has already been developed in the 
circuit design phase or from the artwork that has been created in the 
layout phase. 

Artwork and Design Rule Checking 

Arlwurk and design rule checking have received more attention 
than design and simulation. Design techniques have progressed 
steadily from the use of paper dolls to hierarchical, symbolic design 
with interactive graphics input and automated design rule verifica- 
tion. A designer now has the capability of building up a total chip 
out of progressively larger cells, each of which has been checked 
against a set of design rules for the process to be used in fabricating 
the device. By using symbolic design, the designer can focus atten- 
lion on those aspects of the design that are important at I hat par- 
ticular stage in the design, Unnecessary details are hidden and do 
not consume valuable resources. 

By establishing cell libraries and providing a means of incor- 
porating predefined cells in different combinations to satisfy cus- 
tom designs, substantial improvement In design efficiency can be 
achieved, limited primarily by the ease with which individual cells 
can he interconnected. By structuring these cells so that they plug 
together easily, the remaining interconnect problem can be greatly 
alleviated. 

These techniques have been successfully applied in ASAP, a 
design methodology developed by HP's Colorado Springs Divi- 
sion, in addiiion to the use of standard cells and symbolic design, 
design rules have been careful ly chosen so that symbolic elements 
are constrained to fall on a multiple of the design grid, thus creating 
a secondary or coarse grid. With a given resolution, this enables the 
designer to view a proportionately greater area in symbolic mode. 

Eliminating the artwork slep altogether is even better, if the 
designer is willing to put up \vith the constraints imposed and a 
lower level of integration. For example, using gate arrays, all of the 
circuit elements are already laid out. The designer specifies which 
of the gates are to be used and how they are to be interconnected 
schematically, and the interconnection is done automatically. 
Another example is HP Laboratories 1 programmable state machine, 
PSM. in which the interconnect is completed by cutting holes, or 
vias. between conducting layers. The via pattern is generated au- 



tomatically from the Boolean logic equations describing the cir- 
cuit. 

Closing the Gap 

Tim problem of determining whether or not the layout meets the 
original design goals still remains. However, a partial solution 
exists* since it is now possible to obtain feedback in the design 
process by extracting an equivalent circuit directly from the 
artwork and comparing it with the schematic generated by the 
designer during the circuit design phase. Since this procedure is 
cumbersome and consumes a great deal of computer time, it is 
generally used !o verify the design on a cell -by-cell basis. To the 
extent that the individual cells are relatively independent and no 
adverse affects are encountered as cells are combined with other 
cells, it is an effective means of determining whether or not the 
layoLiI accurately represents the desired circuit. Parasitics that are 
generated as a result of the interconnections between cells may still 
cause problems, however, and the means of extracting these parasi- 
tic elements and including them in a chip level simulation are 
relatively primitive. 

In the Jong run, providing a strong forward path would greatly 
simplify the problem, since it would eliminate the need for com- 
plex feedback paths altogether. One such approach is being de- 
veloped by Lou Scheffer at Stanford. It constrains the design in 
such a way that cells can be defined procedurally and combined 
without introducing deleterious side effects. The procedural defin- 
itions are broad enough to meet the requirements imposed in the 
process of the top-down design of the chip. 

A more highly automated approach is the silicon compiler being 
developed by Carver Mead at California Institute of Technology in 
cooperation with industry as part of the silicon structures project. It 
enables the designer to describe the chip programatically and au- 
tomatically generates artwork in much the same way as a compiler 
is able to generate executable code direct Iv from a program written 
in a high-level language. 

IV ha tever the approach, it is clear that several key ingredients are 
required before ultra -VLSI can become a reality: high-level lan- 
guages to describe the chip In its various phases of development, 
the ability to generate procedural descriptions of cells which can be 
used as basic building blocks, means of tailoring these cells to fit 
the particular application, and a means of assembling individual 
cells into a composite chip with the guarantee that the result will 
satisfy all the constraints imposed by the top-down design. 
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VLSI Design Strategies and Tools 



by William J. Haydamack and Daniel J. Griffin 



DRAMATIC CHANGES have occurred in integrated 
circuit technology since 1961. In that year Fair- 
child introduced the first IC, containing four tran- 
sistors. Today's ICs contain over 100,000 transistors and 
perform functions that were not available with the most 
powerful computers of twenty years ago. 

Although there are many interesting aspects to the evolu- 
tion of integrated circuits, the ones discussed here are the 
design tools and methodologies. Most historical accounts 
cite a few major milestones during the development period. 
Milestones were certainly present, but more interesting is 
the phenomenon of a continually advancing technology. 

Gordon Moore of Intel observed that the number of tran- 
sistors in the most complex devices was doubling every 
year. This observation later became known as Moore's Law. 
Knowing the size of future integrated circuits, as predicted 
by Moore's Law, leads one to speculate on the new design 
tools and methodologies that will be required. These re- 
quirements are best understood by reviewing where IC de- 
sign has been and where it is today. 

Early design of ICs was done by cutting sections of a red 
material called rubylith. and placing them on sheets of 
mylar. When completed, the drawing was photographed 
and the negative used to prepare masks for photolitho- 
graphic processing. Given the number of devices* the di- 
mensional tolerances, and available drawing aids, this was 
an acceptable methodology, Unfortunately, as technology 
advanced, more components were required on [In- draw- 
ings, Either the size of the drawing had to be increased, or 
the feature sizes had to be reduced. A dilemma arose when 
features reached a minimum size. Increasing the drawing 
size meant the designer couldn't reach all parts of the draw- 
ing without the possibility of disturbing features already 
placed- HP's first major design tool was a suspension plat- 
form thai allowed the designer, lying prone, to move about 
above the drawing. Additions and corrections could be 
made without disturbing other figures on the drawing. It 
was a clever scheme* but its usefulness was short-lived and 
new r er tools were required. 

The computer was soon used to assist in the design o1 
Pattern generators became available that could produce 
masks from computer data stored on magnetic tape, Al- 
though providing many advantages, these tools added cer- 
tain constraints on the design methodology. They would 
accept data only in a rectangular form, and the rectangles 
had restrictions on their minimum and maximum sizes. 

HP's first artwork system. CAA [computer-aided artwork], 
was developed at the Santa Clara Division and released in 
1970. It accepted data in a punched card format and was 
' , 1 1 rable of producJ ns data to drive both plotters and pattern 
generators. It was later enhanced to accept coordinate in- 
puts from a digitizer, display data on a graphics terminal, 
and permit some interactive editing. This capability was 
made available in 1972. This system provided soma major 
improvements in the mechanical aspects of the design, bill 



also had its impact on the methodology, The engineer was 
able to segment the design of the IC into units which were 
easier to conceptualize and develop, and later to merge 
these segments, with the help of the computer, into the final 
circuit, With simple IC designs this approach had only 
small benefits, but as complexity increased, it became an 
extremely important capability. 

Although the CAA system enabled the development of 
more complicated IC designs, these designs in themselves 
created new problems. Earlier designs were easy to inspect 
visually to determine if they met process requirements and 
represented the circuit the engineers wanted. Designs pro- 
duced by the CAA system were much more complex. Visual 
checking took weeks and even months, and still errors were 
missed, 

A new set of design tools emerged which included mask 
data verification and powerful simulation programs, A 
design-rule-checking program (developed initially by NCA 
Corporation, Santa Clara. California] was used to test pro- 
cessing requirements such as the width and spacing of 
metal lines. Errors were identified and plotted. Tools were 
also developed that would literally extract a schematic from 
the mask data for comparison with the designer's original 
concept, The SPICE circuit simulator [originally developed 
by the University of California at Berkeley) was introduced 
at Hewlett-Packard. This simulator provided the engineer 
with familiar voltage and current waveforms similar to 
those that would appear on an oscilloscope. Accuracy of 
this simulator was enhanced by the TECAP system from 
Stanford University which provides model parameters 
based on device measurements, 

A Set of Design Tools 

At this time a set ctf design tools (Pig, 1) was in place that 
■ J lowed the designer to create relatively large circuits* 

The set contains three editors for entry of data, ED is a 
general-purpose text editor. ICS is a graphics editor used for 
the design of masks. DRAW is also a graphical editor but is 
used for schematic data entry rather than entering mask 
data Roth DRAW and ICS are described in other articles in 
this issue. 

Kig. 1 also shows the various simulators. StJPREM Is a 
process-level simulator that lets the user determine levels of 
impurity doping concentration as a function of processing 
variables such as the temperature of the diffusion furnaces, 
HP-SPICE is a very accurate circuit simulator that can deter- 
mine voltage and current values with respect to time. Tran- 
sistors are modeled by analytical expressions for current 
and charge storage. MOTIS-C is a simplified circuit 
simulator thai uses data in a table 1o represent the transis- 
tors. TECAP is used to generate models for MOTIS-C and 
I1P-.SP1CE. Logic-level simulation is done by TESTAID-IC. 
Install] iA voltage and current levels, its results are in terms 
of logic levels. 

The three electrical simulators HP-SPICE, MQTIS-C. and 
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Fig. 1. Hewlett-Packard design 
aids tor integrated circuit destgn. 



TESTA m-ic provide a raugeoi capabilities differing in accu- 
racy ol results, size of circuits that can be simulated, and 
computational requirements. A 10,000-gate circuit can be 
evaluated in a Few minutes with TESTAJD4C on a L6-bil 
minicomputer, whereas a similar analysis with MOTIS-C 
requires hours on the Amdahl 47!)- VH computer system, 

Various methods of artwork Verification are also shown 
in Fig. 1. The desigmrulc-checking program (DRC;| is used 
to determine the conformance ot .i desigia to I he IC process' 
geometrical requirements, These maj Include ft idths. spac- 
iugs, enclosure distances and areas. Another verification 
tool is EXTRACT which creates an electrical schematic from 
the mask artwork. The schematic can be input to any of the 
simulators. Although extracted at a transistor level, a pro- 
gram exists tor conversion of this data to the highflf level 
required by the logic simulator. This method of deterrniti- 
inn whether: I he ariwork mri<t.s H^ trii ai requirements by 
simulal inn has been used at I if 3 . However, a more direct 
method pj verification is desirable. This would involve 
comparing the extracted schematic with the designer's 
ot igmd intent, as inpul by DRAW. At presenl this program. 
COMPARE, is not complete. 

Two other programs are listed in Pig. 1. The SMASH 
program is used to convert artwork data into a form suitable 
foi use h\ the photolithography equipment used to create 
the processing masks. Mask Modification is a program used 
to make minor geometrical modilit Hiinns in the artwork 
data before final processing. 

These design aids are currently used at Hewlett-Packard* 
They provide a solution to many of today's IC design prob- 
lems and support many different design methodologies. 
Unfortunately none of the design methodologies is guaran- 
teed to produce a good circuit. 

Problems ot Current Tools 

The need for a methodology thai will guarantee a good 
circuit is paramount, If an JCI is fabricated and doesn'l work, 
little information is available other than that it doesn't 



work In some cases simulation models have been modified 
iu try to represent tin- behavior of the failing circuit, but 
success with this method requires very clever people with 
very clever ideas. In general, live problem ul dealing with 
an error becomes more difficult the later the error is 
discovered. 

The problems of toois and computers are perhaps best 
exemplified by the design -rule- checking program. The al- 
gorithms used now dictate that the computer time required 
will increase as the amount of data raised to the :t 2 power, 

At present Hewlett-Packard is using one of the largest 
computers available (Amdahl 47(1- VB) and it may take up to 
two days to complete a design-rule test for a large IC Unfor- 
tunately, this problem will only get w T orse as complexity 
increases. 

There is no single or simple answer to these problems. 
Although improvements m;i\ he made in existing design 
aids, new tools and methodologies will lie needed. Tools 
and methodologies will become much more closely 
coupled than they are today. Today's lools are often applied 
over a wide range of methodologies. Some of tomorrow's 
tools will be more specifically oriented toward a particular 
methodology. 

Design Methodologies 

Hewlett-Packard is currently using six different design 
methodologies, as illustrated in Fig, 2, These methodologies 
may be distinguished by the process technolog} used, the 
size of circuits being designed, and the tradeoffs between 
minimizing design time and minimizing the area of the 
circuit. At the low end of the spectrum (small bipolar cir- 
cuits) a methodology is being implemented that will be 
used for programmable stale machines (PSMs) of up to 500 
terms. In such designs the active devices and interconnect- 
ing lines are predetermined. The designer, using either a 
graphics editor or some higherTevel description such as a 
stale-transition table, describes the connections rrqi 
between various conducting layers to complete the circuit, 
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Not only does this methodology lead to rather fast design 
but it also leads to rather fast processing turnaround. Once 
the designer has determined that the state-transition table is 
correct, the methodology guarantees a good circuit without 
Log to use tools such as design-rule checking and circuit 
schematic extraction. 

For larger bipolar circuits HP often uses the popular gate 
array techniques. Hate arrays are similar to PS Ms, since the 
active components have predefined locations, and again 
wafer processing can be started before the design is 
Finished, Gate arrays give the designer more freedom be- 
cause the active components can be combined into various 
logic-gate configurations and interconnecting wires can be 
routed as the requirements of the circuit dictate. Often the 
design tools include automatic routing and placement 
programs which, given a schematic of the intended circuit, 
will interconnect the necessary active components. Al- 
though certainly not VLSI design, gate arra\ tn.hniques 
have been used fur developing ICs with a complexity n!" up 
to 7000 logic gales. 

Hie top end of HP's bipolar design methods uses the 
ASAP system described on page H. The ASAP system al- 
lows the designer to place cells at any location and therefore 
excludes any prior processing of wafers before the design is 
completed, ASAP uses symbolic techniques which raise the 
designer from I he rectangle level to a more familiar schema- 
tic levej. 

Although very distinct differences appear in bipolar de- 
signs, the same is not true for MOS designs. Many terms 
have been used to describe MOS design including struc- 
tured, standard celh top-down, and hierarchical: ami in 
fact, many methodologies have been used, Two styles pre- 
dominate today wiihin Hewlett-Packard. One may be de- 
scribed as a traditional standard cell approach, the other a 
structured hierarchical approach In flu? standard ceil ap- 
proach several logic gales are defined as cells. The quantity 
varies, but is usually less than twenty. The design is a 
two-part process: design of the cells and design of the inter- 
connects. This might be considered a two-level hieran tiy; 
however, in many cases several levels may be employed in 
the design of the cells. 



Fig, 2. Six different IC design 
methodologies { circled areas} are 
used at Hewlett-Packard, depend- 
ing on the functional complexity 
and regularity of the circuit being 
designed. 



Structured Hierarchical Design 

The structured hierarchical approach is worthy of closer 
examination for several reasons. It has proved very effective 
in its reduction of design time, use of circuit area, and 
ability to support a multiple-person design effort. It is also 
of interest because of the close coupling of this strategy with 
that prescribed by Carver Mead and Lynn Conway in their 
textbook, Introduction lo VLSI Systems. 1 

At the topmast level, the hierarchical approach can treat 
an integrated circuit as a collection of black boxes, each 
performing a usefuJ function and communicating with 
other such boxes in a well-defined manner. The data and 
control pathways can be explicitly indicated in the form of a 
block diagram (coupled with a flow chart If necessary I 
without being obscured by the detail of the inner workings 
of any individual functional box, At this point the IC de- 
signer starts tn construct the floor plan ol the chip. This 
floor plan is the arrangement of all the functional boxes as 
they are expected to be physii aik Int., a ted in the final mask 
artwork. The floor plan is optimized for minimum inter- 
connect complexity and data pathway distance. With a 
suitable computer graphics system, this floor plan and cor- 
responding interconnects can be interactively entered and 
meaningful names assigned to all the data and control 
palhwavs. This data base forms the standard against winch 
all subsequent levels of hierarchy can be computer-verified 
for agreement. 

At the next lower level of a hierarchical design each 
functional box is represented in additional detail For 
example, a register at the topmost level will now be rep- 
resentnl I individual bit cells or a fast adder will 

now be represented as a combination of sum cells him\ carry 
cells. By appropriate choice ol v, mbology, this additional 
complexity can be verified against the original design. In 
addition, a graphics system such as 1GS (described on page 
IH\ can display or suppress this additional detail a I the 
designer's command. Each functional box can be worked on 
by different design groups at differing rates and their work 
checked with a hieran local verification system. A tunc- 
tional box also should be designed using floor plan and 
inlerconuecl techniques it it is at all complex, 

(COnlmued on page 10) 
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Advanced Symbolic Artwork 
Preparation (ASAP) 

by Kyle M. Black and P. Kent Hardage 



When considered in iighi of the capability it will provide, VLSI 
(very large scale integration) is very exciting to think about. When 
considered in terms of design and implementation, VLSI is 
frightening. The tremendous number of components present in 
VLSI circuits will make the design problem one of managing 
complexity while trying to maintain performance The manage- 
ment of complexity has usually not been considered even in LSI 
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Fig. 1 . Flow diagram of the symbolic layout process. 



design. We are more accustomed to the transistoiMevel design 

approach now used to achieve high performance. 

Advanced symbolic artwork preparation (ASAP) was the an- 
swer that HP's Colorado Springs Division found to manage the 
complexity of IC design. Before the introduction of ASAP, typical 
design time for mask artwork alone was as long as 50 weeks, The 
ASAP design system was formulated to address not only the 
problem of mask layout but also the entire IC design cycle. 

Conventional computer-aided design (CAD) systems use 
graphic design tools to capture, edit, and output the detailed 
physical descriptions of IC masks. While artwork generation sys- 
tems have traditionally been the central focus of CAD efforts, HP's 
Colorado Springs Division found it necessary to address the 
complete design cycle to be effective in managing circuits of 
LSI complexity. 

Today's software methodologies manage this degree of com- 
plexity by using macro-descriptions, high-fevel languages, and a 
structured design approach. ASAP offers a similar set of 
capabilities to custom IC designers. This is done by extending the 
software concept of mapping a program into a one-dimensional 
array of memory to that of mapping a symbolic hardware descrip- 
tion into the two-dimensional physical planes of IC masks. ASAP 
enables the designer and the CAD system to use symbolic 
abstractions for structural, physical, and behavioral properties. 
Completed designs can be readily verified for correctness before 
they are assembled into descriptions for IC mask fabrication, 

The ASAP system uses a graphic design description, modifying 
and extending the data representation in the following ways: 

■ Superfluous physical information is reduced by using high- 
level symbolic representations of components and intercon- 
nections 

■ Using symbolic representations, the designer can see more of 
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Fig. 2. The ASAP design starts with the simple symbols on the far left and progresses to a more 

detailed symbolic representation whtch ts translated into the geometrical layout used to fabricate 

the circuit shown on the far rtght. 
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esign at a smaller scale, thus gamrng a be*T 

pefSpC "Jit 

:tural and betiaviora . is are added to aid design 

:fipt*on defines the logs c a 

-script tons 
- base information about -s, 

capping from the I to the 

physical mask description is done by a chip assembler Thts 

step occurs after the completion of the design process 

ASAP IC designs are built from a h - * comport 

component may be a primitive element as small as a 

Sfpr, Or may oe assembled from a large collection ol such 
pnmitrves. The structural (and some behavioral) aspects of a 
component are captured along with the physical description The 
external structure and behavior are defined by the component s 
physical boun dries and interconnection points. Each component 
is named and its interconnection points defined These definitions 
appear in the graphic descriptions tor visual reference and in The 
data base tor use in design verification The componeni bound- 
aries and interconnection points must lie on a grtd network that is 
larger than the detailed design rutes (minimum element width or 
spacing allowed) although any set of design rules can be used 
inside the primitive components themselves 

In addition to the primitive components, there are high-level 
component symbols. These symbols are PRIME it the component 
symbols are available from the system library and have predeter- 
mined geometry, or parametric if the component symbol often 
changes size in the layout and an algorithm tor mapping of that 
particular parametric component exists m the assembler Fig 1 
shows the flow of the sympolic layout process. All parametric 
components have unique names and are recognized visually by 
their unique geometry. An algorithm in the assembler contains the 
components' structural and behavioral descriptions 

To use a component symbol correctly, a boundary m 
defined tor each mask level. These boundaries are an abstraction 
of the internal geometry of the component, and indicate legal 
wiring areas. Symbolic circuit design begins after a set of the most 
primitive symbolic components has been established for an IC 
process technology Fig 2 shows an example of the mapping that 
takes place m building an ASAP cell 

The complete ASAP design cycle shown in Fig. 3 addresses 
more man jusi the layout structure. The fC device and cell defini- 
tions are critically important to the design cycle. A hardware 
measurement set allows ac and dc device parameters to be 
determined The parameters are used to generate models tor the 
Circuit simulator (spice). A logic library is then derived from the 
circuit simulator runs of individual cells. A circuit can be simulated 
with these logic cells on a logic simulator (TESTAiD-iC) for sta 
timing information A library of structured cells has been designed 
and descriptions placed in the geometric, circuit and logic li- 
braries The schematic is entered into the system by means of an 
interactive computer graphics station. Once entered, it can be 
simulated (circuit or logic simulation) and the results checked 
against the desired performance. If the desired performance is 
not achieved, new cells may be generated. The data base 
created by the schematic can also be used for comparison with 
the layout data base, thus checking continuity of the circuii with 
the schematic, Some behavioral checks are also made during the 
continuity enno wh the aid of ASAP, system designers a 
detailed knowledge of integrated circuit device physics can now 
specify designs successfully. 

ASAP has been used to complete some twenty custom IC chip 
designs. These chips support a wide range of products and 
applications in HP's analog oscilloscopes and CRT displays. 
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Fig. 3. The ASAP design cycle has three sections as shown 

anaiog-to-digital converters, and digital orcutts for logic analyz- 
ers Table I compares five ASAP IC designs to five earlier designs 
Both sets of circuits use the same logic family and address similar 

Table I 

Comparison of layout time and number of components designed 
per day for representative chips designed using a physical de- 
sign approach (R) or a symbolic design approach (S) 
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design needs Each group contains both random and regular 
architectures The average design time has dropped from 46 
weeks to three weeks, and the average number o* components 
designed per day has tncreased from eight to over 100 

The structuring of the design process does not reduce compo- 
:->"• tensity. As stated above, global perspective ana wiring 
management (the most important aspects of complex desfgns) 
have been improved by minimizing symbolic information not re- 
lated to interconnection. SC design using ASAP emphasizes wir- 
ing management. As Table I shows, rbe component density has 
actually increased over that of earlier IC designs done by a 
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detailed design approach 
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I .initinuing to lower levels, each cell is expanded into its 
component parts, and at the bottom level the designer will 
be manipulating the act ual geometric shapes as they will be 
processed into an IC mask. To reduce the told design effort 
it is highly desirable to create a library of the lowest- level 
cells (such as a single register bit), include a symbolic: 
representation for each cell, verity each cell for electrical 
and geometrical correctness, and thereafter design a mul- 
titude of ICs using symbolic descriptions entirely. This 
allows a greater functional complexity overall [i.e., a greater 
number of active devices) to be incorporated on a single 
chip while not exceeding I he capacity of the human mind to 
comprehend a large collection of "things". The parallel of 
this endeavor is round in the model of computer program- 
mi ng p rod ui : t i V i ty w h er e i I i s a ss u m ed that a so ft war e w rit- 
er can produce x lines of code per day. If the writer is 
writing in a higher- lev el language such as PASCAL or AL- 
GOL, the lines of code can perform inany times more power- 
lul operations than can x lines of assembly language code. 

At HP's Desktop Computer Division in Fort Collins, Col- 
orado this method of hierarchical design was successfully 
applied to an NMOS* IC having 10,200 transistors. By using 
TGS the design team was able to compose each level of the 
hierarchy in the manner just described and complete the 
artwork process in six months. This effort included the 
creation of a cell library because none previously existed. 
Hierarchical verification programs were not available to 
this project, so that any time an existing verification pro- 
gram was used, it was forced to operate on the level of 
greatest complexity. The time-versus-data relationship 

""iCOfiQuCTor 



mentioned earlier was readily noticed. By careful grouping 
of items and using many features of 1GS. the greatest 
number oi errors found at any verification step was less than 
10. This ensured that the final (entire chip] verification did 
not generate an overwhelming number of errors. 

Before the six-month artwork period there were eight 
months of chip functional description, block diagram crea- 
tion, and functional verification. On one occasion the block 
diagram was modified because the initial floor plan indi- 
cated an undesirable interconnect pattern. This helps point 
out the fact that, while there may be several acceptable floor 
plan arrangements for an IC. a wrong choice may make the 
IC physically unrealizable. The critical first step needed in 
any successful design is to know completely how the device 
must respond to exlernal stimulus (the functional descrip- 
tion]. All the input and output characteristics need to be 
agreed upon by both the user of the device and the designer 
of the device. This description should be stable and accu- 
rate before proceeding beyond the floor plan stage. While 
the functional description is being finalized, preliminary 
floor plans will be useful to ensure roc! I inability, because it 
can be very, very difficult to stuff another black box into an 
IC that has progressed to the mask layout phase, 

An Attempt at Prophecy 

What about the future? Perhaps the safest prediction is 
that the fr**ure will lead to further change. Several factors 
dictate L " ne design tools used now are simply running 
out of capability. Design verification is perhaps the most 
critical area tuday because verification of a complex circuit 
can lake 30 CPU hours on the largest computers available. 
Plotting and analysis of results usually takes weeks. Assum- 
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ing the programs do detect errors* correction of these errors 
may require the relative skills of a brain surgeon, so as not to 
disturb any of the other million or so features on the mask 
set. We must have a design methodology that will allow 
small pieces to be designed, tested, and used without fear of 
possible adverse effects. This is not a new idea, it has been 
used in structured computer program ming for many years* 
In fact, the best clues as to how to manage future designs 
may come from the technology developed for programming 
computers. 

Before the acceptance of structured programming, pro- 
grammers had the freedom to use unlimited and uncon- 
strained control statements. Program flow could move 
freely to and from various segments of code by means of the 
GO TO statement. An Individual piece of code could be used 
in a variety of ways because of the unlimited branching 
capability. With this methodology the ultimate constraint is 
the fact that a section of code can only be tested in the 
context of the complete program. A programmer might 
create a segment of code with one function in mind, but it 
could be used later by another programmer to perform a 
different task, often with questionable results. Modifica- 
tions often had adverse effects on sections of code that were 
considered to be immune to such change 

Structural I programming placed severe restrictions on 
programmers because they could only enter and exit a seg- 
ment of code with a single entry point and a single exit 
point. Unrestricted branching was eliminated. However, 
the benefits were great. With the new techniques a segment 
of code could be written and tested independently of the 
program to which the segment would be attached, Testing 
was reduced to simple testing of small segments rather than 
exhaustive ancij often inconclusive testing ol B complete 
program. The programs were also more understandable, 
logical, orderly, and complete. History has shown that this 
structured methodology lias given benefits far exceeding 



those that:£^pre removed by constraining the software 
designers. 

Lou Scheffer, a member of Hewlett-Packard 's design aids 
team and a PhD student ai Stanford University, has pro 
posed a constrained methodology lor the hardware design 
of integrated circuits similar to the const faints feposed on 
software design by structured programming. Fundamental 
to Lou's approach is Ihe ability lo design coils <md verity 
them independently of the complete circuit. This Isdoneb} 
eliminating the overlap ping oi cells tad tin placement of 
active components near the boundaries ol cells. Lou does 
not restrict the boundaries ol cells ta:SimplerecNin<»le.H as do 
many methodologies today, bul permits irregularly shaped 
boundaries. Many constrained methodologies decrease cir- 
cuit density, but this o\w< at le.iM in the* es not If 
remains to be seen whether designers can actually achieve 
this density in practice. 

Silicon Compiler 

Another parallel to the use of software methods in tin; 
design of hardware is the silicon compiler. Although slill 
very much restricted to univigateities it Is becoming ol In- 

111" Interest to industry. In designing wiih a sili 

i ompiler, .1 pro^ramtning language is used tq describe the 
geometry ol cells. These descriptions then become proce- 



VLSI Makes 32-Bit CPU 
Chip Possible 

The design capability and complexity possible with VLS 
nolog > ^ted by a 32-bit process : 

fabrics by Hewlett-Packard in Fort Collins, 

Colorado . T) re photo) contains 450,000 trartsssl 

terconnected by two layers of metaJlizatior 
size and spacing of 1 5 and 1 f±m, respectively This design and 
the fabrication process were described in two papers pre 
1981 International Solid-Stale Circuits Confers 
This 6. 35- mm -square chip vividly illustrates the need tor the de- 
sign toots and methodologies discussed m this issue For exam- 
ple, if drawings of each mask layer are prepared with a scale 
where a2-mm-wide line represents the narrowest metal line on the 
actual chip, a room at least ten metres square would be required 
to lay out the drawings 1 Add to this the requirement that each 
mask layer must be checked for proper alignment with the other 
layers within less thai -'jb at any point on these 

drawings, one can see that reviewing the chip design without 
toots and a methodology would be very difficult if not impossible 

Only by partitioning the design into smaller segments and using 
design and artwork verification tools was the Fort Collins Division 
able to reduce the difficulties associated with fabricating this 
complex system as a VLS! circuit 
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dures in the language. It is possible iu pass parameter 
these procedure to generate a variety ol different cell struc- 
tures, depend iu» on the value of the parameter, A simple 
example might he a procedure fdi die design oi ftu invertei 
The passed parameter might determine iheunuM loading 
lm the inverter. The procedure would then use this value to 
call nlaie the sizes of the transistors to be used in the invert- 
er. These procedures would then be tied togethej by other 
■••mi-- intil the complete integrated circuit is de- 



JUNE 139-1 HEWLETT-PA-. INAL 11 



)Copr. 1949-1998 Hewlett-Packard Co. 



scribed, At present this techno logy is in its infancy. Many 
problems exist, but it is at least theoretically possible to 
des< ribeany circuit with a silicon compiler language. The 
greatest promise of this technique is perhaps in our knowl- 
edge of creating large software programs by assembling 
many small subprograms, 

Correct the First Time 

The difficul lies in discovering errors later in the design 
process were discussed previously. Stan Mint/, of HP's Cor- 
vail is Division in Oregon has proposed a " correcM he-firs I - 
time" methodology. Stan proposes that the functional de- 
scription is the control document for both the development 
of an IC and any tests that will be applied to il. In addition, 
as the design progresses through logic, circuit, and mask 
design, Stan proposes that each stage be com pared to the 
functional description, Kurthermore. he states that the test 
program used to evaluate the IC be generated from the 
functional description. In theory, if each path rigorously 
follows the verification procedures, w r hen the finished IC 
and test program meet at the tester there should be no 
reason lor a failure. Stan's proposal has many implications 
for both methodology and tools, but if enforced, should 
relieve the disastrous effects ol discovering an error late in 
the design sequence, 

Finally, as an extension of Stan's proposal for establish- 
ing the functional descriptionas the premier description of 
an IC, the potential exists for completely synthesizing the 
design from this description. There is some very encourag- 
ing work progressing at Carnegie-Mellon University. Their 
work involves synthesis of a design from a high-level ISPS 
language description into implementable components. 2 
Their techniques involve high-level decisions as to the 
selection of a design style and implementation ol a design 
based on that design style. 
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Design and Simulation of VLSI Circuits 

by Louts K. Scheffer, Richard L Dowell, and Ravi M, Apte 



A VLSI CIRCUIT is a complex structure containing 
tens of thousands of individual transistors. The de- 
sign of VLSI proceeds from a high-level architec- 
tural description down to the layout of the artwork. The cir- 
cuit design process is the activity that occurs between the 
functional description and the start of the physical layout. 
However, for integrated circuit design, there is usually no 
clean separation at either end of the process. System archi- 
tectures are specified with a final implementation in mind. 



and layout and device designs often dictate changes in the 
system design, The responsibilities of the circuit designer 
are to insure that the circuit performs its intended func- 
tion, verify that the function is performed at the required 
speed, and guarantee that I lie ci ten it can he manufactured 
and tested for a reasonable past, 

Circuit design may t>6 div ided into several stages, in the 
first stage, the designer considers the functional specifica- 
tions and produces a logic design. Various portions of the 
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allowable delays and the power consumption are allocated 
to parts of the total circuit. This step requires a significant 
amount of experience, since optimizing a VLSI design is Far 
different from optimizing a design in a technology such as 
TTL. Speed, power, space, and design time can all be traded 
off against each other, but a wrong decision can lead to a 
great deal of backtracking, since all portions of a design may 
be interdependent. At this stage of the design, a logic 
simulator (such as TESTAID4C) may be used to verify that 
the desired function is indeed performed. 

This translation step from functional to logical circuit 
description is of great interest to current researchers. To 
lessen the required integrated circuit knowledge and re- 
duce the design time and errors, structured methodologies 
have emerged that permit the computer to assume a greater 
role in the design. 

The next step is to turn the logic design into a transistor 
level design. In man) cases, this is not done explicitly, tor it 
is simpler to design the artwork directly from the logic 
specification, Where performance is critical, however, de- 
tailed investigation nf the transistor level designs is re- 
quired. The circuit simulator SPICE is used to do verifica- 
tion on this level It allows the designer to look at speeds, 
powers, noise margins, best and worst cases, and the effects 
of process variations. By using the results of these detailed 
simulations designers can significantly improve the relia- 
bility and yield of the final product, 

Another necessary step is the definition of the tests for the 
chip. The designer must guarantee that the chip can be 
tested. This is partially achieved in the logic design stage, 
by making sure that the storage elements can be read and 
controlled, but the actual definition of tests must take place 
aftei the Logic design is completed, Logic simulators 
(TESTA EMC] offer considerable help with this task. 

All of the preceding steps deal with logic diagrams and 
schematics* which must be converted to machine readable 
form so that simulators may use them, Furthermore, several 
different representations of a circuit usually exist, and a 
hierarchical design is almost a necessity to keep all the 
details straight, DRAW is a program that helps the designer 





Fig. 1* draw circuit design station consists of an interactive 
graphics terminal, a digitizing tablet, and a four -color plotter, 
all tied to a timeshared computer draw is a graphics editor 
designed tor editing schematics. 



Fig, 2, Using the draw schematic editor (a) Select the ADD 
command (b) Place a transistor, (c) Wire two pants together 
(d) Define an external view drawing to be used on higher-level 

schematics. 

in these areas. With a graphics terminal and a digitizing 
pad, the designer can enter and edit schema! it: diagrams 
interactively, The hierarchy is easily maintained and used, 
and the program can convert conventional schematic s to 
the textual forms requin he simulators. 

Schematic Input Using DRAW 

S( hcitirilii I'jilrv using DRAW involves a combination of 
tablet and keyboard input (Fig, 1 1. Schematics are kept in a 
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Fig, 3. Schematics for a four-btt counter, created by DRAW. 
(a) ViEW-tevei plot of the counter (b) Block-level plot (c) 
Block- level plot of a one-bit cell, (d) hp-SPice plot of a NOR 
gate 



library which is managed by DRAW on the user's account. A 
"dean sheet of paper" is created by asking to edit a pres- 
ently nonexistent drawing. The screen of the IIP 2648A 
Terminal provides a window to the work area, as shown in 
Fig, 2. Both text and graphics displays are used. In Fig, 2a t 
the cursor has been placed on top of the ADO command und 
the stylus depressed, DRAW interprets the position of the 
cursor to be a request for the ADD command and highlights 
it as shown in the figure. The type of component to be added 
is typed at the keyboard together with its parameter values, 
if any. The placement of an NiVTOS transistor onto a partially 
completed schematic Es shown in Fig, 2b, The WIRE com- 
mand is used to interconnect the components. The use oj 
this command is aided by the rubber-band line mode of the 
terminal. The cursor with a loose wire attached is shown in 
Fig. 2c. User-defined components that aie to be used in 
higher-level schematics are defined by an external VIEW, 
The description of an external VIEW drawing is shown in 
Fig> 2d. The grid is provided to aid in the creation of an 
outline for the component, which is drawn using the WIRE 
command, 

A four-bit counter can be used to illustrate the hierarchi- 
cal description of DRAW. The highest level ol description is 
shown in Fig. 3a as an implementation-independent four- 
bit counter with four inputs and four outputs, Figs. 3b. 3c, 
and 3d show schematics at different stages of design. Both 
user-defined components such as the NOR gates and SPICE 
components such as MOS transistors have been used. These 
schematics are easily incorporated into larger systems and 
can be used to drive simulators such as TESTAID4C and 
SPICE. 

Logic Simulation Using testa id-ic 

TLS TAJIMC is a multi level digital logic simulator for ver- 
ifying that a proposed design is logically correct and meets 
timing requirements. Circuit descriptions permit compo- 
nents to be described at Boolean, logic, and transistor 
levels. Data not appropriate for schematic display is kept in 
an associated text file, Such data typically consists of transi- 
tion delay times, Boolean equations and other nongraphic 
descriptions. In response to a command t DRAW creates a 
text file containing a TEST AID description. Fig. 4a shows 
the output generated by TESTAID-IC after simulating the 
four-bit counter shown in Fig, :ih. At this level the designer 
is interested only in checking out the functional behavior of 
the circuit. An output format using Is, Os. and Xs is chosen 
to display the results. The circuit can be run for all the 
possible states lor checking out complete functionality. 

Fig. 4b shows the output waveform generated by 
TESTAID-IC after simulating the one-bit latch shown in Fig. 
3c. The waveform shows the functional response of the 
circuit to the user-specified stimulus at the logic level. The 
Stimulus applied has a very precarious timing relationship 
between the SET and PULSE inputs and the two-phase clock. 
The dose timing of the Pi -LSK and PH1 1 BAR signals is shown 
circled in Fig, 4b, The waveform in Fig. 4c shows the con- 
sequences of the short delay between PULSE and PHI IRAK 
inputs. The NOR gate, NORlL does not respond fast enough 
to t he changes on the input side because of its inertia, and 
consequently it fails to toggle the Q line. The SPICE output 
shows the N r OR2 signal starting to rise but returning to the 
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Fig. 4. TETJAiD iC and HP-SPICE plots (a) Functional behavior 
of a four-bit counter (b) Logic response of a one -bit counter 
ceil, (c) HP- SPICE plot of a one- bit cett response, showing a 
toggle failure (d) HP-SPtCE piot of a two-input NOR gate re- 
sponse. 



zero state instead of switching to the one state. Further 
study using SPICE would probably be done at the single- 
gate level. Other potential problems such as uninitialized 
nodes and nodes in the high-impedence state are shown 
with Xs and double lines, respectively in Fig. 4b, 

A means to evaluate the effectiveness of circuit testing 
schemes is provided by a fault simulation option- ! 
fault simulation mode, circuit nodes are clamped to logic 
and logic 1 sequentially. The proposed test vector [set of 
input values) Is applied and the faulty outputs compared 
with the no- fault output. A difference implies that this fault 
can be detected. For a given set of test vectors , TE5TAID-IC 
runs the fault analysis and computes the percentage of 
faults that will be detected. Fault analysis is used as an 
adjunct to functional testing, since a lull functional test is 
not always economical. 

Circuit Simulation Using HP-SPICE 

The SPH t simulation program developed at the 

University of California at Berkeley has become a work- 
horse for the fC industry. SPICE performs a detailed analysis 
of circuits using the interconnect data from DRAW. Accu- 
rate analytical models are provided for the semiconductor 
devices. 

The DRAW display of a basic NMOS NOR gate is shown in 
Fig. 3d. The library of circuit primitives provides the tran- 
sistors, capacitors, resistors and other SPICE elements. 
Stored in the associated text file are device model parame- 
ters, source excitation, and SPICE analysis control informa- 

A typical output I mm HP-SPICE is plotted in Fig. 4d, The 
Forms show the gate response for worst-case condi- 
tions of circuit speed, The signal delay through a typical 
gate is often studied using these simulated waveforms. Cir- 
cuit designers typically perform hundreds of similar simu- 
lations during the course of a design. The simulations can 
provide the detailed iji format ion necessary for assuring thai 
the final design will he reliable. The program's interactive- 
ness, flexibility, and graphical output have been found to be 
important contributors to designers" productivity 

While simulators are usually most effective for a certain 
level lm the f Ircuil hierarchy, it i.s vitally important for 
simulators to be usable at adjacent levels. On the whole, 
simulations are usually carried out in the most economical 
manner, with the assurance that sticky problems can be 
solved using less efficient but more accurate simulations at 
the next level of detail. The counter cell shown in Fig< .u .is 
made up of the gates whose switching performance is 
shown in Pig, 4d This simulation could be used to confirm 
timing calculations dnne from rough extrapolations from 
the gate performance, 
Conclusions 

The advent oi VLSI has forced the designers of both 
systems and design tools to come to grips with Ui€ net essity 
for multilevel system descriptions. The schematic-based 
system, DRAW, has been offered as one appropriate means 
for describing VLSI systems. The simulators that have been 
Iritejrfaced to draw \,\u\ idi> ,i powerful capability, hut are 
not adequate For evaluation of complete VLSI designs. 
Simulators and description languages focusing on levels 
higher than logic states will have to be integrated into a 
VLSI design package, In addition the n^ed to simulate 



JUNE 19B1 HEWLETT-PACKARD JQURNAi, 15 



)Copr. 1949-1998 Hewlett-Packard Co. 



Transistor Electrical Characterization 
and Analysis Program (TECAP) 

by Ebrahim Khalily 



As simulation becomes a cornerstone of VLSI design and as 
technology advances toward fabrication of sma If- geometry de- 
vices for VLSI, greater process control and more accurate simula- 
tion modeis become more important With the increases in the 
complexity ot device models, an automated characterization sys- 
tem is needed to perform quality transistor measurements and 
provide reliable model parameters interactively and in a reason- 
able time. 

The Transistor Electrical Characterization and Analysis Pro- 
gram (TECAP) is a characterization system based on the HP 
9845B Desktop Computer and several HP-lB-compatifaie mea- 
surement instruments. The system is intended for the IC design 
environment, where understanding ot device and circuit limita- 
tions is important, tecap is designed as a general measurement 
and characterization toot, with interactive measurements on a 
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Fig. 1. Block diagram of the tecap (transistor electrical 
characterization and analysis program) system, tecap makes 
measurements on bipolar and MOS transistors and computes 
the parameters of models of these devices. 



variety of devices, including resistors, capacitors, bipolar MPN 
and PMP transistors, enhancement and depletion mode P and 
N-channel MOSFET transistors, and JFETs The model parame- 
ters for bipolar and MOS transistors are obtained from these 
measurements- The extracted parameters are then used in a 
model analysis program to check the validity of the model through 
direct comparison with measured results 

The HP 9845B Desktop Computer is used as the system control- 
ler, The enhanced BASIC language provides an easy-to- 
program, easy-to-use system A flexible disc dnve provides ac- 
cessible storage for programs and data. The graphics capabi ty 
of the HP 9S45B and the HP 9B72 Multicolor X-Y Plotter give fast 
visual feedback to the user. 

The HP-IB" is the communication link between the computer 
and all of the instruments in the system The HP-IB commands are 
easy to program, and the standard connections of the HP- IB 
provide hardware modularity, allowing any instrument to be re- 
placed by another HP-IB-compatible instrument without any hard 
wiring and with minimum software modifications. 

The block diagram of the system is shown in Fig. 1 . Three HP 
61 31C Digital Voltage Sources provide ±100V, 0.5A outputs with 
a resolution of 1 mV An HP 59301 ASCII-to-Parallel Converter 
interfaces each source to the H P- 1 B Cu rrent sou re ing ca pability is 
provided by a Keithley 225 Current Source modified for remote 
programming. An HP 59501 Digitai-to-Anaiog Converter is used 
to control the current source in the range of ±100 mA with a 
resolution of 0,1 nA. Voltage measurement fe done by an HP 
3455A Digital Voltmeter with a resolution of 10 ^tV. Low current 
measurements (less than 20 mA) are done by an HP 4140B pA 
Meter with 1 fA resolution. Currents greater than 20 mA are mea- 
sured by an HP 3438A Digital Multimeter Tne HP 4271 B LCR 
Meter provides capacitance measurement capability from 0.001 
pF to 10 nF. The HP 8505 Network Analyzer accompanied by an 
HP S503 S-Parameter Test Set enabfes the system to measure 
high-frequency (0.5-1 300 MHz) parameters The 3495A Scanner, 
a matrix switch constructed of 40 programmable two-pole 
swatches, connects the instruments to the four terminals of the 
system. These four terminals can be either directly connected to 
the device under test or connected to a probe slation for on-wafer 
measurements 

To maintain system modularity. TECAP uses separate sub- 
routines to control each instrument on the HP-IB These sub- 
routines enable the user to write or modify the programs using a 
high-level language. Each section of the program is stored in a 
separate rile on the system flexible disc and is loaded into the 
computer and executed only when it is needed Thirty-two func- 
tion keys on the desktop computer provide fast access to different 
tests and measurements. 

In general, the application of the system can be divided 
into two different categories, process control and device 
characterizations 

A process control engineer es more interested in data on physi- 
cal parameters of the process. For example. C-V (capacitance 
versus voltage) measurements can help determine oxide thick- 
ness, surface state charge density Q 5S , and threshold voltage. 

*HewleEt-f J a::i'iard e r- - an'tflU El 
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Fig, 2. A TECAP dc characterization of an MOS rrans/sror. 
Model parameters have teen extracted from measured data 

and the simulated result ts compared with the measurement. 

Also, parameters like sheet resistances and breakdown voltages 
yjeEd valuable information about the quality of the process. Statis- 
tical analysis of the data reveals process variations 

An IC designer, on the other hand, uses the electrical charac- 
teristics of the device Parameters like saturation current l s and 
forward current gam /3 at different current levels for bipolar transis- 
tors and mobility fj. for MOS transistors are some of the essential 
design parameters, Special phenomena such as saturation, sub- 
threshold, ana punchthrough of a transistor are asso of great 
importance in the design of ICs. With an accurate computer 
model, the only obstacle to successful circuii simulation is the 
determination of good model parameters TECAP extracts model 
parameters through direct measurements on actual transistors. 
Parameter extraction programs can then be merged with model 
and parameter analysis programs to compare the simulations to 
the measurement, thereby checking the validity and accuracy of 
the model The MOS and bipolar models used in TECAP are similar 
to models available on hp-SPice 

TECAP can also be used to tie the circuit srmulators to the device 
and process simulators The output of the process modeling 



program HP-5u"PR£M. whtch simulates the impurity profiles in 
nt cross-sections of the process, »$ used wtfh device model* 
mg pre e sedan or Gemini, whtch generate device f-v 

(current versus voltage) characteristics. TECAP can then work with 
Simulated l-V data instead of me ■ *s to extract the 

neters for spice This complete - ©cess device and 

is based on pro- 
cess data, and is a powerful tool for studying the effects of pro- 
cess parameters on the performance of the final cir : 

Rg. 2 shows an example of dc characterization on an MOS 
transistor The model parameters, including the parameters for 
short-channel effects, are extracted from measured data a 
simulated result is compared with the measurement. The analysis 
part of the system lets the user simulate and plol dram current and 
its derivatives and compare them with the measurement 
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larger structures in existing simulators has spawned mul- 
tilevel simulators to deal simultaneously with detailed and 
logical signal levels. While much work is yet to biMJnne to 
improve the capabilities for designing with VLSI, one must 
not lose sight of tiie designer's fundamental com ems: Will 
the design work? Will il perform to specifications? Om it lie 
manufactured and tester I al reasonable cost? 

The computer is able tM perform a larger role in providing 
the information necessary to answer these questions- We 
must recognize that as tools become more sophisticated, 
design requirements are keeping pace, II we are to remain 
i -s.sf nl, ue must provides design environment that has 
th& flexibility to permit plenty of "good old-fashioned i n- 
• Bring*' to be added by creative design engineers, 
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An Interactive Graphics System for 
Structured Design of Integrated Circuits 



by Diane F. Bracken and William J. McCalla 



A LARGE PORTION of the design cycle time of LSI 
and VLSI circuits is devoted to creating a physical 
layout and verifying that the layout obeys design 
rules and represents the intended circuit schematic, ICS. 
an HP interactive graphics system. 1 supports structured, 
hierarchical design of custom integrated circuits through 
an advanced, fully integrated set of features. User-definable 
multilevel symbolic representation and incremental design 
rule checking facilitate design and layout in an abstract or 
symbolic format. Input and editing are done interactively at 
a color graphics workstation. User specification of process 
information makes the system technology-independent 
while retaining the features thai, make it a useful design 
tool. These features are enhanced through the availability of 
a flexible macrocomrnand capability. Access to com- 
prehensive design verification and mask generation 
capabilities is provided, and both on-line and off-line plot- 
ling are supported. 

IGS System Overview 

IGS is a multiprocessor system. It uses an HP 3000 as the 
host computer and up to four HP LOGOS connected via 
high-speed links to the host as graphics workstations. The 



basic workstation [Fig. 1] consists of an HP MldfjF, an HP 
2 64 5 A alphanumeric CRT terminal, an HP 91 1 1 A Graphics 




Fig. 1. IGS workstation consists of computer, CRT terminal, 
graphics tablet, and high-resolution color display. 
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Tablet, and a high-resolution color display. The HP 100G is 
used both as an intelligent display processor and as an I/O 
controller for the tablet, terminal and display. Optionally. 
any of the following MP plotters can be supported locally at 

lh(> design station: 2631G. 7221, 9871!, or S876 

Cursor display, scaling, translation, mirroring, rotation, 
and clipping are some of the functions performed by the HP 
10(H) display processor. In its role as I/O Controller, the HP 
1000 is hIsu used to route status information transmitted 
from the bust to the CRT. and to merge tablel and keyboard 
inputs into a single continuous stream for input to t he-? host. 
Use of this separate, high-speed pro* i>ssoi operating con- 
currently with the host off-loads complex graphics cnlcola- 
t ions from the host and frees il for data retrieval and update. 

The color display is a high-performance color monitor 
driven by a 768x51 2-bit frame but lei with four sep 
graphics memory planes. Three memory planes (red, blue, 
and green) are used far data display. A fourth memory 
plane, always displayed in white, is used for cursor data, for 
component highlighting, and as a graphic scratchpad. The 
monitor screen (Fig. 2) is partitioned by software into a 
command menu area and a graphic data display area. 

The IGS system commands are divided Into six major 
categories: 1) executive level commands, 2) process com- 
mands, 3J macro commands* 4) graphic edit commands* 5] 
plot commands, and fi) output commands. 

Executive level commands ai 8 used to invoke the various 
subsystems within IGS. to create plots and output files, and 
to perform chip level maintenance inn ttob as ar- 

chiving ami retrieving chips, appending devices from ni[ni 
chips, and purging devices, Proi ess commands, which are 
handled by the process subsystem, are used to establish a 
working environment tore paitit ulai it: process, A typfr a! 
process file as created within the process subsystem is de- 



Fig. 2. A typical IGS graphics 

display. 



scribed in more detail in the next se< ti.ui. Closely related to 
the process subsystem as a means oi tailoring ICS to a 
particular technology and design methodology is the macro 
Stem. Features of this subsystem are also described in 
more detail below, 

Graphic components are created and modified within the 
edit subsystem using the fourth group of commands* Al- 
lowed transformations and modifications on components 
include rotation, translation, replication, deletion, mirror- 
ing and others. The sfeiss and /or shapes ol components may 
be t: hanged by stretching or shrinking along a vertex or 

i i Single components may be splil into two or more 
separate components with a single i mo maud. Components 

may be collected into groups either 1 rag individual 

components or by drawing a boundary around Ihe desired 
m r of components. This makes H easy lo shift an entire 
section of a chip so that, tor example, a metal line can be 
inserted, 

The selection of specific components to which the above 
formations apply can be restricted in several ways. 
First, the specific mask levels displayed roaj I" • I. pitied as 
modifiable or non modi liable. Second, modification can be 
restricted to selected component types. Third, edit coxn- 
mands may impose a temporary restriction to a particular 
component type and 'or mask level- In addition, the levfei 
ui detail, content, and positioning of the disphu can be 
manipulated easily through the US8 o) graphic display 
commands. 

The fifth sH oi i ommands, available within the plot sub- 
-Wi'in [a used to define standard parauietei values for 
nit-line plots such as layers lo be plotted, pen assignments, 
and scale fai tors. 

The last set of commands, handled hv ihe nntpiil subsys- 
tem, is used primarily for creating control Hies for optical 
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IC Layout on a Desktop Computer 

by Thomas H. Baker 



The first Installation of the HP Interactive Graphics System (IGS) 
was within the Integrated Circuit Department of HP's Loveland 
Instrument Division. (GS soon proved to be a valuable design iooJ 
and stimulated interest in providing such design aids to designers 
withm their work areas, Convenient access to a responsive H in- 
teractive graphics capability encourages a designer to try out 
designs as part of a natural thought process. Specific observa- 
tions about IGS are: 

■ The designer can work directly with the system. No operator is 
required to interface to an unfriendly system The command 
syntax is relatively easy 10 teach to new users and a graphics 
tablet input means That users do not have to be good typists 

■ A medium-resolution color display proved adequate tor all edit 
work so that precise multicolor plots on paper are not neces- 
sary. The relationships between various mask levels can be 
distinguished easily. Rapid windowing and zooming make a 
high-resolution display unnecessary. 

■ The interaction allows designing dfrectly on the screen, using 
the system as a sketchpad. When satisfied with a design, the 
user already has it in a data base, Thfs mode of design has 
significant advantages compared with a draw-and-digittze de- 
sign mode. 

■ The presentation is natural to designers, they can work wiln 
shapes and spatial relationships rather than specific coordi- 
nates The designer is not forced to keep a mental picture of the 
actual format of the data base, but works more wtth the con- 
cepts the data represents at a higher level of comprehension. 
The IGS hardware configuration requires that workstations be 

located within 250 feet of the host WP 3000 Computer The design 
engineers at the Loveland facility required a portable, self- 
contarned system compatible with the existrng IGS system ano 
low enough in cost so that one could be made available at each 
designer's desk or work area. It a system ts constantly available, it 
can be used to try out new ideas, to see what a concept looks like. 

It is expected thai such a local station will be used to design 
cells and portions of a chip, and to do architecture studies and 
block diagrams or floorptans. The Earger IGS system can be used 
to integrate entire chips, with pads and scribe masks, and to 
apply supporting programs such as design rule checks, mask 
generation, and topology extraction 

The local stand-alone system should have the following fea- 
tures, ft should be interactive enough to encourage its use as a 
sketchpad to eliminate precise paper drawings and digitizing, 
Symbolic and hierarchical design capability is desired to encour- 
age use of top-down design techniques. It should have enough 
capacity to desfgn most of the cells of an IC chip, but not neces- 
sarily enough to handle an entire chip. The focal design station 
syntax and ntcraciior should duplicate thai of IGS as closely as 
possible to avoid designers having to learn a new language and a 
new set of retlexes. Its data base should be compatible with IGS 
so that designs can be transferred back and forth. 

The most obvious processor candidate was the HP 9845C 
Desktop Computer, 1 because it has a high-quality color display 
and a moderately powerful processor An internal software de- 
velopment system based on PASCAL was used to write the sys- 
tem. The local design station, known as PIGLET, was im- 
plemented with a subset of IGS commands, I he ones used for 
80-90% of typical work, Much attention was given to maintaining 
compatibility with IGS. Display speeds are maximized wherever 



possible; for example, ail display calculations are done as inte- 
gers Component modifications and medium-size cell displays 
run at about the same speed in the two systems. However, PIG- 
LET runs somewhat slower in displaying large complex devices. 

A PIGLET station (Fig. 1) consists of HP : s 9845B/C Desktop 
Computer, 9885M/S Flexible Disc Drive for mass storage. 91 1 1 A 
Graphics Tablet 3 or 9874A Digitizer-' 1 -, and an optional 9872B/C* c*f 
7580A Plotter An HP 7906 Disc Dnve is also supported by the 
system. The operating system, program and all data files reside 
on a floppy disc. An auxiliary floppy drive may be used to extend 
the storage area, or to hold a disc with library parts on it 

Components in PIGLET are the same as in IGS: rectangles, 
polygons, lines with or without width, circles, notes (stick charac- 
ters), text (block characters), and instances (copies) of another 
device with rotation, mirror, and scale Devices, which are a 
named collection of primitive components, are stored on the 
floppy disc by name and read into memory as needed Only one 
copy of each device is needed m memory, regardless of how 
many times it is referenced. The actual generation of the device 
instance is done on the fly at display time. A hierarchy of devices 
may be nested to any desired depth. Files are easily copied from 
disc to disc, so libraries of commonly used devices can be main- 
tained. The 9845B.'"C supports up to 449K bytes of memory, which 
is a substantial data base for a focal station (but not enough for a 
large chip). For example, PIGLET may have as many as 7000 
rectangles in memory al once, divided among as many different 
devices as desired. This can easily represent 100,000 rectangles 
on a complete device, by making use of hierarchical design 
techniques and regular structures. A current restriction with PIG- 
LET is that it does not have the ability to do design rule checks 
tdeally design rule checks occur at design time, and do in IGS. 
but that is beyond the capability of the local station at this time. 
This means that feedback of destgn rule violations is separated m 
time and space from the actual design phase. 




Fig. 1. The PIGLET station provides a compact interactive 
graphics design system for 10 and printed- circuit layouts, 
schematic drawings, plant layout, and fliustra Vans It supports 
the same symbolic design capability thatss available with IGS 
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Commands for PIGLET may tie enterea from keyboard, taken 
from a disc file. Of selected from a menu tih mi far to that 

of IGS Users may change, store and recall menus at .. 
displayed s can be customize 

Process ir as display color and ploiK 

number for each denned mas- - GLET 

supports a compatible macrocapaoihiy with parameters 
user can write a personal command set and can reduce conv 
monfy used command strings to a s " SGLET s. 

the same symbc : apabiNiy that is available m IGS. Hard 

copy : ay or color Stable lor device document 

Data is transferred to the IGS system in an ASCII format, 
using a utility pre =Jlows the 9845B/C to become 

3000 terminal 

The presence of this small but powerful graphics tool has stimu- 
iany people in other areas to consider its potential impact 
on their pbs Applications for which interactive graphics was 
previously considered inappropriate or not considered at ail be- 
came candidates for some effective computer assistance The 
command set defined for IGS is general enough to serve a 
broader base than just for IC design. The first use of PIGLET for 
work other than IC layout was in the printed circuit board area. 
Most printed -circuJt-board design people have not had access to 
interactive graphics, so they were delighted at the ability to lay out 
a board on a terminal rather than penciling in interconnects be- 
tween paper doll devices A library of commonly used parts was 
quickly developed along with an interface to a photoplotter Many 
engineers use the ability to do filled plots to get rapid turnaround 
on prototype boards by plotting the data on myfar at one or two 
times real size and using the plot to generate artwork directly, thus 
avoiding a queue on the photoplotter. Other uses of the graphics 
capabilities of PIGLET are schematic drawings, manual illusira- 
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and electron beam pattern generator tapes or for access lo a 
hill chip design rule chei I 

Several of tb«se systems are described in morn detail 
below by means of examples* To provide i ohesiorj For the 
material presented below, afive-m&sk KMOS* process (dif- 
i i n»n, implant, polysiiuim, contact and metal) as de- 
scribed in Mead and Conway's Introduction to VLSI Sys- 
tems 3 is used throughout as ihe basis for examples. 

Process Description 

An IGS process file create! vi,i process subsystem com- 
mands is slmwn in Fig, i. Tin' nitunnatin Is nl' mask 
layer, type, name, color, and design rule declarations. 

Several considerations influenced the decisions as lo the 
number and types oi masks lo be declared. Different sets of 
mask layers are required for tin- detailed definition of a 
device and lor its symbolic definition. Further, a subset of 
ii ir detailed mask set consisting ol those masks lased for 
in in cinnetiing devices or their symbols is distinguished 
for reasons that will become more apparent later. 

Two of the five masks in the process at hand, implant and 
contact are used only in the detailed definition of devices 
and are declared to be of type DEtaiL Three masks fdiffi> 
sinn. pr.ilvsilienn, and melal) are used both in the detailed 
definition of devices and for tlin inlnn oiiium Mom n\ devices 
or their symbols and therefore are declared to be of type 
iMni onnect. The key concept here is thai even when da- 
tymboll are displayed tf is both desirable and neces- 
sary thai they be interconnected. Thus iNTerconneri masks 



PROCESS FILE 
CREATION DATE 
UST MODIFIED: 



PROVLSLVLSIDEMO CAD 
JANUARY 15. 1981 
JANUARY 31, 1981 I 



RESOLUTION 100 UNITS PER UM 

MASK INFORM/- 



MSK TYPE MNEMONIC COLOR 



EXPL MfN MfN COMM 

BUMP AREA WIDTH MASK 



1 


INT 


DIFUSION 


GREEN 


YES 


\ 




2 


2 


DET 


IMPLANT 


YELLOW DOT 


YES 


36 






3 


INT 


POLYSIL 


RED 


YES 


4 


2 


4 


4 


DET 


CONTACT 


WHITE 


YES 




2 


1.3.5 


5 


INT 


METAL 


BLUE 


YES 




3 




11 


SYM 


DIFFCON 


GREEN 


NO 








12 


SYM 


IMPLSYM 


YELLOW 


NO 








13 


SYM 


POLYGON 


RED 


NO 








15 


SYM 


METALCON 


BLUE 


NO 








2C 


SYM 


OUTLINE 


WHITE 


NO 









IMPLICIT BUMPER INFORMATION 

REFERENCE RELATIVE 

MASK DISTANCE MASK 



I 


DIFUSION 


3 

1 


I 
3 


DIFUSION 
POLYSIL 




•S1L 


1 


1 


DIFUSION 






2 


J 


POLYSIL 


A 


CONTACT 


.-: 


A 


CONTACT 


5 




3 




METAL 



Fig. 3. NMOS process file for symbolic design 
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Fifst Physical 
Level 



Second Physic at 
Level 



Third Physical 
Level 







(a) 



Logical Level 2 



Logical Level 1 



(b) 



raara 



Fig. 4. (a) Physical nesting as viewed from REGCELL, (b) 
Logscal nesting as viewed from REGCELL, 

are characterized by the property thai they are d is playable 
in both a detail display mode and a symbolic display mode. 

The second set of masks, layers 11, 12, 13, and 15, arc 
SYMbolic masks corresponding to DETail masks 1, 2, 3 and 
5, respectively. These SYMbolic mask layers are used for 
building stick diagrams, logic diagrams, block diagrams, 
tiinl others that present more simplified, abstract design 
views when displayed, Later examples illustrate the use of 
these techniques more fully. The Final mask layer, 20\ is also 
SYMbolic and is used to outline and label functional block 
symbols where the external boundary and functional name 
are important. 

In this example, the choice of colors is in conformance 
with Mead and Con way, 2 Explicit bumpers, to be described 



later, are allowed for masks 1 through 5, while minimum 
required widths, areas and intramask and intermask spac- 
ing are also defined. 

Macrocommands and Logical Nesting 

IGS provides a flexible user-defined macrocommand 
capability, which can greatly simplify the implementation 
of a symbolic design methodology. Before describing the 
interaction between macrocommands , primitive IGS com- 
mands and the process file, it is necessary to describe, as 
illustrated in Fig. 4, the concept of logical cell nesting as 
opposed to physical cell nesting, Here REGCELL is the de- 
vice currently being edited so that physically all display 
references are levels below REGCELL, The device REE ICELL is 
a shift register cell including instances of PLJLLUP. NKNH. 
DIFFCON and BUTTCON. When viewed from REGCELL, one 
instance of BUTTCON is physically nested at the second 
level down and another is physically nested at the third 
level down. The problem created by this situation in a 
symbolic design environment is that if symbols are to retain 
a consistent level of representation it is desirable to see all 
occurrences of a given device or no occurrence. For this 
example, if the display is controlled only on the basis of 
physical nesting, then BLHTCON will be seen once in out- 
line form in REGCELL if only the first level is displayed, once 
in outline and once in detail if the second level down is also 
displayed, and finally'i twice in detail if all three levels are 
requested. 

The basic idea behind logical nesting is to have the de- 
signer define a logical hierarchy of device instances that 
overlays the physical hierarchy. For the example of Fig. 4, 
the devices BUTTCON, DIFFCON, NENH and NDEF are all 
low-level devices and hence can be arbitrarily assigned a 
logical function level of 1, the lowest possible level, The 
device REGCELL. which provides a true logical function, is 
therefore assigned a higher functional level of 2. Whrit 
about PULLl'P? The device PULLUP typically serves as a 
two-terminal active load for inverters and other circuits. 




Fig. 5, iGS primitive devices 
Reference crosses are shown on 
DlFfCQN 
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and therefore is also a primitive device. Thus it is assigned a 
logical function level of 1, the same as its constituent parts. 

To a degree, level control is maintained and enforced by 
IGS. Level 2 devices cannot be added to level 1 devices but 
can be added to other level 2 or higher-level devices. Thus, 
there is no conflict in assigning the same logical 

function level as its constituent parts. For the example of 
a logical nesting sense* display is from REGCELL 
down to logic level 2 devices [i.e., REGCELL itself) or down 
to logic level 1 devices, the primitive transistors and con- 
tacts. As a result, the desired effect of having no instances of 
BUTTCON: or all instances displayed is achieved. As a 
further point, when the symbols for level 1 devices are 
displayed, the LNTTerconnect masks for all devices level 2 
and above are automatically displayed to indicate how the 
symbols are interconne< ted This aspect illustrates the true 
significance of LVTerconnect masks and the reason for dis- 
tinguishing them as a subset of the detail masks. 

To summarize, the advantage of working with logical 
nesting levels is the preservation of a consistent display and 
multiple symbolic representations. The multiple represen- 
tations derive from the fact that each time the logical func- 
tion level is increased, a new symbolic representation may 
be defineii. 

With the concept of logical nesting now in mind, the use 
of 1 lie (GS rnacrocommand facility to provide the basic 
mechanism for moving back and forth between various 
display representations in logical display mode can now be 
described. Two macrncnmmarids. DETAIL and SYMBOL, can 
be defined as follows; 

DEFINE DETAIL <LV '1*> f WINDOW ;D10,<LV 
DKFINE SYMBOL <LV T> 'WINDOW :S<LV>,<LV 

The DETAIL in arm command uses a WINDOW command to 
display detail from an arbitrary logical Function level of 10 
down through a logical function level set by the parameter 
LV, which has a default value ol L 

The SYMBOL macrocommand is similar to the DETAIL 
macrocommami. The WINDOW command establishes the 
logical function level for which symbols are to be dis- 
played, in particular, in a symbolic display mode r it is 
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Fig, 6, StfCk t detailed, and block symbolic views of a shift 
register ceil, produced using the SYMBOL and DETAIL mac- 
rocommand s 



presumed that new symbols are defined at each new logical 
function level starting from stick-like symbols for level 1 
devices and proceeding to blocklike symbols for k- . 
devices and above. Most of the time, it is desirable to view 
a single level of symbols as well as all interconnections 
between those symbols. Thus for the SYMBOL macro' 
mand, the parameter LV is used for both argurnei 
the WINDOW command. The interconnections be! 
symbols are presumed to be on masks of type INTerconnect 
and are automatically displayed for all logical device le 
fro m that of the dev ice current I y bei ng ed i ted down t hrou gh 
the level above that whose symbols are being displayed. 

Incremental Design Rule Checking 

Several types of design rules may be specified and 
checked for in IGS. Design rules are either entered in the 
IGS process subsystem [implicit bumpers) or directly into 
device definitions (explicit bumpers]. Both types are 
applied incrementally in the edit subsystem m the user 
modifies the data base. 

Design rule checks in EGSfall into two basic types: design 
rules that impose constraints on component geometry, and 
design rules that impose constraints on component topol- 
ogy (i.e.. placement of components). Constraints of the 
former type include minimum area and width specifica- 
tions for mask layers. Algorithms for checking geometric 
• >r:iponents against these constraints are well described in 
\C design literature. 

Topological design constraints are specified in IGS 
through I he use of bumpers. Bumpers are pseudo-layers 
which specify regions that may not be overlapped by actual 
layers in the chip. Each actual layer m has a corresponding 
bumper layer -m. When a component, for example a metal 
line on mask 5. is placed in a cell, it may not overlap 
components on its bumper layer, mask -5. In IGS, bumpers 
are used primarily to enforce minimum spacing rules. 
Bumpers are nol intended to take the place oi complete 
off-line design rule checking procedures. Rather, they are 
Intended to shorten I he design cycle by tfe[e« ting a large 
ciass of errors during the interactive phases of the de 

Mumpers are created by (he designer in two ways, First, 
they may ba i reated explicitly U adding geometric compo- 
nents on bumper layers, Components created in this fashion 
are termed explicit bumpers Second, bumpers mav be 
created as a result of the mask layer minimum spacing rules 
specified in thelGS process subsystem, .is Indicated in I ig 
3. Conceptually, implicit bumper components are au- 
tomatical y created on negative reference mask la vers 
whenever components are added or modified on positive 
mask layers. The bumper components are automatically 
oversized by the minimum distant actively imple- 

menting the spacing rules. Spacing rules are Ignored 
whenever components touch or overlap so that 'components 
may be elet trically connected, 

The decision to define topological constraints in terms of 
geometric components has the advantage that bumpers can 
!n heated like any other component in IGS- Not only does 
this allow manipulation wiih the tanda I el ol' com- 
mands, bin it also allows parameterization. Therefore. 
stretchahlei ells-can bavestretch&hle bumpers, In addition i 
theahiliu oi the user to create bumpers explicit).) oi have 
l hem created based on a set of global rules tyidens their 
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range of potential application. It any explicit bumper is 
defined in a cell, then KjS ignores all corresponding im- 
plicit bumpers with respect to thai cell and any included 
cells. "I h is character! si ic allows tin; designer to override I he 
globally defined Bpm .in» rules with custom ruins when 
necessary, Implicit bumpers an> normal!) defined with a 
conservative set of design rules. Typically, they find then 
greatest application when routing interconnects between 
cells and in intra cell designs where cost considerations do 
not justify oplimal designs. Explicit bumpers, on the other 
hand, may be employed to lailnr design rules in cells where 
more aggressive design approaches have been taken to in- 
in ase speed, lo save area, or ior some uther reason. 

Primitive Devices and Symbols 

The Following paragraphs describe the creation of detail 
and symbols lor level 1 primitive devices as illustrated in 
Fig. 5< The Rrsl of these devices, DIFFi u\. a diffusion-to- 
rn- 'f.d contact- consists of a 4 A diffusion rectangle on mask 

i -A contact rectangle on mask 4, and a 4 A metal rectangle 
on mask 5 |A is the mini mum increment tor defining dimen- 
sions in a design), The symbol defined for this is a 2 A 
rectangle on mask 1 1, the symbol in diffusion mask, and a 1A 
rectangle on mask 15, the symbolic metal mask. This choice 
of symbol w r as basrd mi the following observations. In sym- 
bolic display mode, lines of any arbitrary width are dis- 
played as centerlines. The minimum width for a diffusion 
line is 2 A. Thus in symbolic mode, any diffusion line that 
touches the symbolic metal rectangle is also a valid, 
design-rule-correcl connection. 

As previously rm-mtinned, 1GS provides for the defini thai 
of strelchable or parameterized cells. Kor a cell such as 
DIFFCON, two reference crosses arbitrarily labeled LL for 
lower-left and UR for upper-right can be declared as shown 
in Fig. !>a. The X and/or V coordinates of any vertex of any 
rectangle. line, polygon, or circle on any mask can be as- 
signed to any declared reference cross. By default, all ver- 
tices of all primitives are initially assigned to the device 
origin. In DIFFCON, the X and Y coordinates of the lower- left 
vertices of each rectangle on each mask are assigned to the X 
and Y coordinates of the reference cross LL. The upper-right 
\ coordinates are assigned in similar fashion to UR. 
The result is that whenever an instance ot DNTCJON is used 
in a higher-level device, its si^e, both detail and symbol, 
may be panmii'lncally stretched as needed by appropriately 
locating the reference crosses LL and UK. 

The polysilieon- to-met a I contact. POLYGON, is similar to 
DIFFC1QN. as shown in Fig. 5b. The butting contact of Fig. 5c 
is described io detail in Me,nl and Conway. : 

In practice, an enhancement-mode pull-down transistor 
can be formed simply by crossing polysilieon over diffu- 
sion. However, to be sure that necessary minimum widths 
and extensions are maintained and that all design rules i an 
be checked, it is useful to define an explicit stretch able cell, 
N'FNIL As shown in Fig. 5d. il consists of a 2A-by-BA hori- 
zontal polysilieon rectangle, which serves as the gate con- 
tact, and a similar vertical rectangle on the diffusion mask 
Hoth rectangles are stretchable, with their luwei-letl and 
upper-right vertices assigned to two reference crosses, LL 
and L r R. located al the corners of the active region j i.e.. the 
region of intersection ot the two rectangles). The symbolic 
representation is simply a svmbolic zero- width tine on 



mask Li horizontally crossing a vertical symbolic zero- 
width line on mask 1 I and a 2A-bv-2\ rectangle, also on 
mask L3 J ii.- resulting symbol is appropriately assigned to 
the reference crosses. 

A dep let ion- mode NMOS transistor NOEP is constructed 
like the enhancement-mode transistor, as shown in Fig. 5e. 
Note that the size of the symbolic rectangles accurately 
reflects the size of the active gate area of the transistors. 
The final level 1 primitive device! PIJLLUP. is a depletion- 
mode NMOS transistor combined with a butting contact for 
use as a pull up or active load in gates and inverters. An 
actual default-sized instance of the hutting contact device 
BLfTTGON is used together with primitive rectangles and 
lines as in the device KDEP to provide direct assignment of 
vertices to achieve stretch ability. An additional zero-width 
linr is used in the symbolic view to reflect the shorting of 
gate to source, as shown in Fig. 5f. 

Building a Shift-Register Cell and Its Symbol 

A simple, single-bit shift register can be constructed from 
a chain of inverters gated by pass transistors driven by two 
alternate, nonovei lapping clock signals. Fig. 6a shows a 
symbolic stick representation md Fig, fth a detailed rep- 
resentation lor a basic shift register cell, RRtiCKLL, assumed 
to be a level 2 device. The inverter cousisls of a depletion- 
mode MOS transistor with its gate and source shorted via a 
butting contact, the stretchable PULLUP device described 
previously, and an enhancement- mode MOS transistor, the 
NENH device, also described previously, used as a 
pulldown. Thediffusion-tu-metal contact, PMTCON, is used 
to connect the structure to power and ground lines ITim 
output of the inverter is taken from the butting contact in 
diffusion, and after being gated by a polysilieon clock line. 
is returned back to polysilieon with a second butting con- 
tact. The power, ground, and output signal lines or one cell 
align with the power, ground, and input signal lines oi" the 
next. Thus the cells can simply lie concatenated for as many 
bits as desired with two cells required for each bit 

Fig, lie shows a new r block symbolic view of the same shift 
register cell consisting of a boundary rectangle on mask 20 
together with various labels for signal names including 
power, ground, clock, input and output. Two zero-width 
lines on the symbolic metal mask (15) and a single zero- 
width line on the symbolic polysilieon mask [13] are ex- 
tended completely through the cell boundary to indicate 
the direct, continuous palh of these signals through the 
actual device. Short stubs, also on mask 15. are used to 
indicate the exact location of the input and output signals. 
This symbolic block view is displayed whenever level 2 
cells are requested via the SYMBOL macrocommand. It con- 
tains the essentia i information required to use this device to 
create still higher-level functional blocks such as a com- 
plete shitt register array. It conveys more clearly the func- 
tional organization of that higher-level cell. Finally, it 
contains less graphic detail, thereby resulting in a faster 
display. 

1GS in Practice 

The same principles used in the design of a symbolic 
representation of the simple shift register cell can be used at 
successively higher levels of chip design, the goal being to 
strike a balance between abstraction ior clarity and detail 
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for accuracy. To illustrate the concept of structured, 
hierarchial, symbolic design, two views of one of the early 
chips designed wilh IGS are shown on the cover of this 
issue. In the background, a plot as might be seen from a 
more conventional \C layout system is shown. This plot 
includes so much detail that any perception of function or 
organization is lost. By contrast, the symbolic view from 
whii.h a major pari ol the design was done is shown in the 
foreground. Here, function and organization are shown 
much more clearly. 
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VLSI Design and Artwork Verification 



by Michael G. Tucker and William J. Haydamack 



THK COMPLY TI< )N OF ARTWORK DESIGN does nut 
signal the end of the design activity lor an Integrated 
circuit. Geometric and circuit-leva] checking 
must still be done to verify proper operation of the circuit. 
At UK the circuit level check is done using HP's EXTRACT 
system, and the geometrical clu'ck is done using the HP 
Design Rule Checking system. 

EXTRACT 

Artwork design foi today's VLSI circuits is a complicated 
and therefore Biror-prone process. With the TTL bread- 
boards ol years past, the designer < ouid sil down with an 
osi illoscopeand probe the circuii to find bugs, Not so with 
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Fig. 1. isolation of an NMOS transistor gate, 
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VLSI circuits, Instead, the EXTRACT system allows the de- 
signer to extract Irani the artwork a circuit schematic which 
can then be verified functionally using a circuit simulator 
EXTRACT is usable with any MOS process. The user must 
provide instructions to specify exact operations to be per- 
formed fur each process. Circuit extraction for all i i roc esses, 
however, consists of four steps: 

■ Electrical feature isolation. For example Fig. I stows a 
iransistor formed using a popular NMOS process. The 
transistor itseif is not drawn on any layer, but is implied 
by the crossing of diffusion with poiysilicon. A gate layer 
is created by logically ANDing the area of the two input 
layers (see ''Design Role Checking' 1 below), 

■ Continuity determination. All electrical artwork is con- 
verted to a polygon representation. Evaluation of contact 
layers is used to determine interlayer connections. 

■ Transistor and capacitance extraction. This step can 
create output plots of node identification, of transistor 
sizes, and of any electrically nonsensical structures, 
which Signify design errors. 

■ Simulator file creation. This circuit description is textual 
and is not as easily readable as the original graphical 
description. It can be directly simulated, however, using 
SPICE (see article, page 12). 

Fig, 2 shows the process of extracting a full-bit adder in 
an NMOS process. The electrically significant layers are 
shown in Fig, 2a, Fig, 2b shows all the transistors in the 
circuit, along with the length and width dimtuibkms tit 
each. Fig. 2c is the textual circuit description output creeled 
by EXTRACT. 

Because small cells like those shown in Fig. 2 can be 
extracted in a few minutes, the designer is able to verify the 
functionality of each piece of a circuit at the time of design. 
While EXTRACT can create schematics from full-chip 
artwork, this is much more time-consuming. 

An important design goal of EXTRACT was that extraction 
of large circuits should not require excessive amounts of 
main memory. This goal has been achieved by geometri- 
cally partitioning the artwork data before continuity extrac- 
tion. The partitioning is done along a two-dimensional 
grid r so that the circuit is divided into a checkerboard- like 
set of artw r ork squares. Because the grid size is user- 
adjustable, arbitrarily dense circuits can be extracted 
within a fixed amount of main memory by decreasing the 
square size. For less dense circuits, use of a larger square 
size reduces computer time, since few r er interpartition fig- 
ures must be processed. 

Design Rule Checking 

Design rule verification is another area where computers 
have been found very useful. Each IC fabrication facility 
publishes a list of minimum spacings and widths an EG 
process can reliably fabricate, These design rules are ob- 
served by I lie artwork designer wherever possible, but here 
too. mistakes are made because of the complexity ol the 
task The HP design rule checking [DRCj system checks 
artwork for compliance with these process design rules. 

The HP DRC system is flexible enough to allow checking 
of all IC processes used within HP. plus numerous thin-film 
and other microcircu it fabrication processes. The key to this 
flexibility is a set of primitive operations and tests which 
can be specified using a DRC command language. The 
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Fig. 2. Extraction of a NMOS full-bit adder (a) Input artwork, 
(b) Transistors shown with width and length dimensions, (c) 
Circuit schematic generated for input tc^PtCE simulator. 
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Fig. 3, Design rule checking 

(DRC) operations 



primitive operations available are shown in Fig. $. Each 
operation reads one or two input layers and produces a 
single out pill layer. Operations can therefore be combined 
in sequence to isolate the features of the artwork that are to 
be tested. Feature isolation is necessary to alJow tests to be 
mad£ with one of the three test operations shown in Fig. 4. 

The translation of process design rules into a sequence of 
operations and tests is often a challenging task. Fig. 5 shows 
the sequence of operations and tests that can be used to 
test for compliance with one design rule in a polysilicon 
gate NMOS process. An IC process may have over 25 of 
these rules, and command files usually contain 30-150 
commands, 

The lest commands indirale <nurs by highlighting llie 
line segments that Cause thfi error, Krrors can be plotted oi 
can be I iewed on an ICS work station, For IGS viewing each 
\}R{] error is automatically matched with the appropriate 
IGS device, and is superimposed on the displayed device 
artwork. 

The IJRC system allows checking whole circuits or small 
pieces of circuits, With both DRC and EXTRACT, the advan- 
tage of checking small pieces is that mistakes can be found 
while they can be easily corrected. A final check of the 
entire circuit is also desirable, however, to find errors made 
while fitting the pieces together, This final check can in- 
volve more than 10 ft separate genual i lc figures for a VLSI 
circuit, and efficient algorithms are required if computer 
run times are to be kept reasonable. The algorithms used in 
most of the DRC operations and tests are based on an effi- 
cient line-Segment representation. Line segments repre- 
senting the polygon outline of the art work are sorted in both 
X and Y dimensions. For efficiency, no horizontal line 
segments are shown, since their existence can be implied 
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from the remaining line segments. Fig, 6 shows how a 
polygon outline is represented using the line-segment 
representation, 

The operations built around this line-segment represen- 
tation process the data in bands. A band includes all line 
segments that intersect a horizontal line drawn across the 
circuit, This horizontal line slowly scans the circuit from 
bottom to top. To allow fast processing, all line segments in 
the band being processed must be contained in main 
memory, 

1 ne memory requirements of this algorithm vary as the 
square root of the circuit complexity. If circuit complexity 
doubles each year as predicted by Gordon Moore of Intel, 
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Fig. 4. DRC tests 



Fig, 5, An example of rule isolation and test One design rule 
for an NMOS transistor gate is that poly silicon must overlap 
diffusion by a distance cf. (a) Original artwork, (bj Poly silicon is 
ANDed with diffusion to create the active area (b) Polysilicon is 
AND-NQTed with the active area to create the nonactsve 
polysilicon. (d) The internal width of the nonactsve poiysiticon 
is tested to be sure that tt exceeds the minimum d 
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Fig. 6. DRC data representation Polygon outlines are rep- 
resented using an efficient fine-segment method. 

DRC memory requirements will double every two years. 
Today's commonly used computer architectures have ad- 
dressing limitations from 2 1 * to 2- 4 bytes, The DRC pro- 
grams require 2 1 * byles to check I be largest circuits seen 
today. Clearly, the unbounded memory requirements of the 
currenl system will eventually force development of new 
algorithms that allow some type of circuit partitioning. 

Mask Modification 

The operations used by the DRC system can also be used 
to create modified artwork layers for use in chip fabrication. 
Uses of this capability include: 1) performance enhance- 
ment, where minimum process geometries have shrunk, 
1 J layout simplification, in which artwork for one or more 
layers is algorithmically generated from other layers, and 
3] process adjustments, in which Feature sizes are biased to 
compensate for process parameters, 

Mask modification is operationally part of the DRC sys- 
tem, and uses the same command language. The additional 
function required is the ability to convert line-segmented 
data into rectangles that can be sent to a reticle pattern 
generator This is accomplished by 1) converting line- 
segmmilifd data into closed polygons. 2] splitting polygons 
with more than 100 edges, and 3) generating rectangles to 
fill each polygon, called ■boxing. 11 Since boxing of poly- 
gons is computationally complex, the addition of step 2 
speeds up the conversion considerably 

Pig. 7 shows an application of performance enhancement 
in an NMOS process. The metal is to be made thinner to 
decrease capacitance, but the contact enclosure distance 
must not be decreased. The sequence of steps used in this 
operation is: 
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Fig. 7. Mask modification using the DRC system, (a) Original 
circuit (metal shown in color, contacts in black), (b) Circuit with 
undersized metal except at contacts 
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The most common use of mask modification has proved 
to be for process adjustments. The ability to do artwork 
modification has allowed artwork design to be done for 
fabrication processes that are not yet completely defined. 



Summary 

Computer aids have proved very useful both in verifying 
1C artwork and in modifying it. Since the first of these toofs 
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became available, IC complexity has increased to the point 
that the use of these tools is now mandatory. At the same 
time, the largest existing circuits strain the available com- 
puter resources. Clearly, continuing tool development will 
be needed as circuit complexity continues upward. 
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University and Industrial 
Cooperation for VLSI 

by Merrill W. Brooksby and Patricia L. Castro 



IN 1975 HEWLETT-PACKARD established an industrial 
grant with Stanford University. The major objective was 
to fund university efforts that could become effective re- 
sources for HP integrated circuit facilities. To accomplish 
this, research and development was divided into two major 
functions: product R&D and facility R&D. Product R&D is 
directly related to company products sold in the market- 
place. Facility R&D enhances engineering efficiency or 
extends engineering capability in such areas as: 
s Characterization methods 

■ Analysis methods 

■ Process control R&D 

■ Design aids standards 

■ Modeling. 

Facility R&D can be non-proprietary and can provide an 
excellent opportunity for university assistance. Univer- 
sities have always done an excellent job in providing well- 
I rained engineers and improved engineering methods, so 
this is very consistent with their basic objectives. 

With the above < oncepts in mind, HP extended the pro- 
gram with Stanford to three other universities; the Univer- 
sity of California at Berkeley (t'C Berkeley], the University 
of Illinois, and the California Institute of Technology (Cal- 
tech). Long-term programs were organized with the success 
of each project measured by how well the results were 
transferred to various HP divisions. Lengthy written reports 
were not required and the universities were treated very 
much as if they were a part of HP. The programs were based 
on a simple one-page written Project Data Sheet and had 
regular project reviews by interested engineers from 
Hewlett-Packard's Corporate Engineering. HP Laboratories 
and operating divisions. This form of peer review is excep- 
(ioually valuable because it is immediate and the reviewers 
are interested in seeing the project produce useful results. 
The difference in technical perspective is every bit as in- 
vigorating for students as the exchange between the divi- 
sions, In virtually every project to dale, the progress in 
student development was accelerated by these interactions. 
On an informal basis, the student also spends time at 
Hewlett-Packard during the periods of project transit 

These intensely focused activities increase awareness of 



how industry functions and what relevance means. Some of 
the major benefits to universities are: 
m Industrial involvement improves project definition and 
research objectives. 

■ Direct contact with industrial colleagues is demanding 
and stimulating, 

■ Better equipment opens new doors to student thinking 
and attracts better students, 

■ Students develop incentive and feel a major personal 
reward by seeing their research applied. 

There are however, special considerations related to uni- 
versity activities, Universities are tax exempt organizations 
so all donations must be unrestricted grants. Because stu- 
dents and professors are often measured by their publica- 
tions, proprietary programs are not recommended. Finally, 
to establish a good reputation and attract the very best 
people, a program should be continuous over an extended 
period of time (four or more years j. 

In the early seventies P Carver Mead at Caltech and Lynn 
Conway's VLSI systems area at Xerox's Palo Alto Research 
Center (PARC) were exploring the development of new 
VLSI design methodologies. The early success of this work 
in 1979 led to the publication of their textbook. Introduc- 
tion to VLSI Systems, in 1980. 1 In the beginning, these 
concepts had not been proven effective in industry and so it 
was felt by many that they were only theory. 

Using a preliminary draft of the textbook, a course of 
study was developed in 1977 that taught the basics of inte- 
grated systems design necessary to undertake an IC design. It 
was followed by a project in which students did a complete 
IC design from architecture through to layout, using a sym- 
bolic approach. In the fall of 1978, Lynn Conway intro- 
duced this course at the Massachusetts Institute of 
Technology (MIT), It was fell that if these concepts could be 
taught tu students with no prior IC design experience and 
they then could do an IC design from initial concept 
through to finished parts in one school term, the value of 
this methodology would be verified. 

At the time of the final plans for implementation of the 
first VLSI class at MJT, Jonathan Allen of MIT approached 

trd concerning the fabrication of the IC for its 

(com i dual or . 
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A Process Control Network 



by Christopher R. Clare 



The successful processing of Ml Is first Mulli Project Chip 
(MPC) was aided by a proprietary computer-aided manufacturing 

system which was developed at HP's Integrated Circuits Process- 
ing Laboratory (ICPL) A similar system is installed at HP's Corval- 
lis Division. 1 This system consists of a distributed network of 
computers and direct digital controlled (DDC) processing 
equipment, The system is partitioned to minimize communication 
between the nodes in the network. 

The process of making integrated circuits consists of a series of 
steps called operations. Each operation is performed using 
different tools which provide the environment for the desired 
reaction on the wafer. Many toois in ICPL are under direct digital 
control to provide rapid operation changes and consistent results. 

The term DDC implies several features in the equipment. First, 
the method for achieving the desired parameter value, called the 
setpomt, is through digital computation The IC process parame- 
ters such as temperature or pressure are sensed by transducers 
and converted to digital form by analog-to-digital converters. The 
computer operating as a controller, samples the parameter val- 
ues on a periodic basis and computes a new control value based 
on a control algorithm, The control value fs converted to signals 
that vary power or ftow Eo achieve the desired setpomt The control 
algorithm can be refined by changing control constants in the 
software to achieve tighter control than would normally be 
achieved by non-computer methods. 

A second major feature of DDC is that the setpoints for control 
parameters can be varied as a function of time according to an 
operation description which can be loaded from a remote comput- 
er in less than 15 seconds Once loaded, the operation will run to 
comp'etion regardless of breaks in communication between 
computers 

Another feature of DDC is that processing parameters are con- 
stantly monitored for deviations outside of normal control limits 
Any such deviation causes an alarm which alerts the operator to 
investigate the equipment for a possible malfunction. This feature 
tends to improve confidence in the DDC equipment 

The diffusion furnace and plasma etcher are examples of DOC 
tools in ICPL The DDC di f fusion furnace , shown in F ig . 1 , provides 
a clean gaseous environment at temperatures up to 1 10CTC for 
such operations as growing oxides, diffusing dopanis or anneal- 
ing implants There are no manual settings on this machine. 




The proprietary plasma system, shown in Fig, 2, was designed 
and built in ICPL. This system uses an RF plasma to cause 
chemical reactions to take place on the wafer surface in a dry gas 
environment. Otherwise, such reactions require the use of 
dangerous liquid chemicals. All functions are computer con- 
trolled including a system to detect the completion of etching for 
the particular film being etched. 

A process like NMOS done for MPC consists of 40 or more 
operations that must be done in the proper sequence and under 
tight control At ICPL, as at other plants at HP, more than one 
process may be conducted at the same time in one facility. The 
wafers, grouped in lots of approximately 20, follow different palhs 
through the facility. At each operation, the lots may compete 'or 
machine time with other lots. Lots wailing to be worked on are 
queued at the operation just like a line of people waiting at the 
bank. Each lot may require a different operation. To smooth the 
flow of wafers, HP relies upon a process control network called the 
Process Control System (PCS). There are more than 30 comput- 
ers in the network used at ICPL 

PCS is organized in a network having one central HP 1000 
system as shown in Fig. 3. Computers in PCS use a standard 
protocol format 2 for afl communication with other computers Tne 
network is based on a simple, modular structure. Some controllers 
may control more than one piece of equipment such as low- 
pressure chemical-vapor-de posit ion (LPCVD) or plasma equip- 
ment. One or more controllers communicate with a bank comput- 
er. The bank computer communicates directly with the centra) 
computer, The bank acts as an interface between lab personnel 
and the controllers 

PCS communicates with personnel through display terminate 
which have essentially the same functions and commands regard- 
less of their location m the network. As wafers flow through the 
process, the PCS records their movement in individual lot his- 
tories which can be recalled and viewed on any display terminal 
during processing. 

The process engineer wishing to fabricate wafers through 
ICPL's facility creates a detailed list of the sequence of operations 
for the process. White a lot is in process, part of the operation 
description sets up the automated equipment and the rest gives 
directions to the lab personnel to insure faithful implementation of 
that operation. Included in each operation are the target values 




Fig. 1 . A diffusion furnace under computer control is part of a 
distributed network m the ICPL process facility. 



Fig. 2. ICPL's computer-controlled plasma systems were de- 
signed in -ho use to meet the requirements of VLSf processing 
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Fig. 3. The PCS distributed com- 
puter network enhances the com- 
munication between operators, en- 
gineers and equipment to main- 
tain a smooth wafer f!ow and a 
quick turnaround time. 



and ranges thai the operation monitor should observe to allow the 
waters to proceed to the next operation Using PCS, ihe lot is 
automatically queued at the nexj operation in the process se- 
quence after verification of the successful completion of the pre- 
vious operation. Delays involved m engineering interactions are re- 
duced by status displays thai the engtneer can access without 
entenng the clean room and by standard operations that the 
engineers can intermix with other more experimental sieps to 
reduce operational mistakes. Because the process is 
documented m a computer-readable form it is easy to transport a 
copy of the process to another similarly equipped facility as was 
done rn copying the Corvallts NMOS process in ICPL At other 
times, parts of a process can be duplicated at two locations for 
backup of critical equipment 
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initial class project, Design rules for a silicon-gate NMOS 
process as well as the device parameters predicted by the 
device simulation models were discussed with representa- 
tives of HP's Integrated Circuit Processing Laboratory 
(ICPL), Although this laboratory did not have at that time 
the NMOS process that matched the design rules being 
used, HP was confident that a manufacturing process used 
by its Corvallis Division in Oregon was a close match and 
could be transferred to ICPL, Jonathan Allen and Lynn 
Conway requested rapid wafer-fabrication processing in 
order to return the final designed and processed ch ips to the 
student before the term ended, This meant that, if the masks 
were available for processing on December 15th, processed 
wafers should be available to MIT in early January. 

Because Corvallis Division's facility was very similar to 
ICPL's facility, there was much confidence that the NMOS 
process at Corvallis could be transported by entering the 
process operation descriptions into ICPL's Process Control 
System (PCS) and then duplicating the process. Agreement 
was made with MIT to provide wafer fabrication for the 
1978 class. Details for mask specifications, such as the 
proper fields per layer, critical dimension compensation 
and mask labels w T ere incorporated with the final electron- 
beam mask format, This format was sent to Micro Mask for 
mask generation, The mask layers were generated and deliv- 
ered in ihe sequence of their use to allow the wafers to be 
processed as rapidly as possible, Two waFer lots were pro- 
cessed in seven working days and the packaged chips were 
available to the students at MIT in the desired time. The 
NMOS process transferred from Corvallis Division and 
used for the first time at ICPL for these lots resulted in all 
parameters meeting the desired specifications. 

This experience provided a unique opportunity to prove 
the value of university and industrial cooperation. For the 
university it provided verification nf their theories and IC 
design methodologies. For industry, it provided an oppor- 
tunity to demonstrate the value of quick-turnaround 
processing in verifying IC designs (see article on page 33 for 
discussion of other benefits), direct digital process control 
for transferring and controlling processes (see box on page 
30 J and for the first time, it created a "can-do" attitude for 
computer scientists as well as electrical engineers toward 
rapid integrated circuit design. 

After ihe success of the 1978 MIT project, ICPL collabo- 
rated with Xerox and Micro Mask for the MPC79 project in 
which eleven universities submitted 82 designs from 124 
participating designers. Two different mask sets were re- 
quired to make these projects in sufficient quantity to insure 
each circuit would have sufficient packaged parts to test, A 
later project in May 1980 [MPC5H0] required five different 
mask sets to handle 171 design projects from fifteen par- 
ticipating universities, 

Xerox PARC had the capability of merging all project 
design information into the mask-specification data to pro- 
vide the electron-beam-formatted tape for mask making. 
Micro Mask agreed to cooperate with rapid response time 
for generating electron beam masks. 

However, fabrication of such small quantities of wafers 
was not economically feasible for a semiconductor man- 
ufacturer. HP's ICPL facility, with its flexible processing 
capability and ability to respond tor quick turnaround on 



small quantities of wafers, was ideally suited to handle the 
fabrication. This allowed the universities to have actual 
working circuits quickly and prove the concepts of the 
course. With the leveraged cost of merging mask making 
and processing spread over the many projects on each mask 
set, the actual cost per student project can be in the afforda- 
ble range of a few hundred dollars each, 

HP's design aids group has developed its own VLSI 
systems design course which just completed its second 
round of classes and student projects. This class is a ten- 
week in-house version of the Mead/Con way VLSI Design 
Course. Twenty students took part in the first session, and 
color video tapes were made that are now used for all 
subsequent courses. Ten IC projects were completed and 
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fabricated with ICPL*s quick-turnaround capability. 

This course was offered next to ninety students at four 
locations in October 1980. The course material was pre- 
sented by video tapes from the first class and additional live 
lectures. At each class site (Palo Alto, Cupertino and Sun- 
nyvale in California and Fort Collins in Colorado) a tutor 
was available to answer questions and assist the students in 
the project phase of the class. The course was run at a 
university level; homework was required, graded and re- 
turned to the students. A mid-term exam was given and 
graded, and during the last five weeks of the- course, an IC 
project was required. The projects ranged from simple cir- 
cuits with one hundred or so transistors to fairly large 
designs with thousands of active elements. During this 
session, thirty projects were completed and already the 
benefits of this approach are paying off in terms of new 
circuit designs. Approximately 75% of the circuits de- 
signed m the latest class are lor new products now on the 
drawing boards. Wafer processing of Uvo lots for this ses- 
sion was completed in thirteen working days after allowing 
for the delay in mask delivery. This cycle time includes 



three days of delay caused by scheduled equipment 
maintenance. Without this delay, the turnaround time is 
expected to be ten working days which represents twice the 
end-to-end absolute minimum processing time required for 
this NMOS process on a 24-hour working day basis, 

A CMOS version of this course began in April of this year 
at HP's Corvallis Division. Quick- turnaround processing of 
the projects for this dass will be provided bv I he Corvallis 
LiMOS facility. 
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Benefits of Quick-Turnaround 
Integrated Circuit Processing 

by Merrill W. Brooksby, Patricia L Castro f and Fred L Hanson 



THE VALUE Or SHORT IC PROCESS cycle times for 
research and development is usually taken for 
granted , but often, since production can be sched- 
uled to agree with any reasonable cycle time, short man- 
ufacturing cycles times have not been considered to be very 
important, However, the demand within Hewlett-Packard 
has placed significant emphasis on fast turnaround for both 
production and research and development. To better un- 
derstand this demand, consider the advantages of being 
able to fabricate ICs in the minimum possible time. 

R&D Benefits 

Why is quick turnaround so important in research and 
development]' Why don't engineers just schedule their 
work so that the process cycle times can be arranged in 
parallel with other activities? Resources would then be 
efficiently and effectively used and life might be a lot less 
hectic. There are> however, important reasons for R&D ex- 
periments to be done in a hurry. 

To help understand why, let's look at a hypothetical 
product life cycle curve for a product we'll call SRFl. One 
conceptual pcjint is fundamental to the understanding of 
this argument. That is, once an idea is formed into a particu- 
lar product embodiment (still as an idea) its life cycle curve 
is fixed. This curve is fixed not only by what the product is T 



but also by whatever competitive, social and economic fac- 
tors influence It This product life cycle curve, or potential 
demand for the product, exists whether or not the product 
ever even comas into existence. 

Pig. la shows the life cycle curve for our hypothetical 
product, the SRFl. For the sake of simplicity in explaining 
this concept, the curve is made up of just two regions. In 
Region 1, the potential demand is usually fairly stable, 
although it could be growing or shrinking slightly due to a 
lot of factors. It is the onset of Region 2 that is of concern to 
us. In this particular example, conditions for Region 2 are 
such that technology will have advanced to the point that 
competitors will be introducing superior models of the 
SRFl to the marketplace as well as the fact that the next 
generation product, the SRF2, will be displacing SRFls in 
many applications. It is difficult to do much about Region 2 
unless we change what our SRFl is and/or what it costs. 

Let's assume for the moment that we embark on the de- 
velopment of the SRFl , and it is ready for start of manufac- 
turing at the end of \ l JH2. Fig, lb shows what the actual sales 
volume would be for the SRFl, assuming that it lakes six 
months in 19B:j for manufacturing to build up sufficient 
vol nine to meet the demand. A glance at the shaded area in 
Fig. lb shows the impact on sales of the SKFl if the de- 
velopment can be speeded up by one year. Not i en that the 



JUNE 1981 HEWLETT-PACKARD JOURNAL 33 



)Copr. 1949-1998 Hewlett-Packard Co. 




9B2 ' 1983 ' 1984 ' 1985 



(a) 



1 


, 


— - y 


^N^-- — Additional Sales Due to 


1— 


_^_+-~" 




^\ Earlier Availability 


C£ 








CO 








O 


Manufacturing^*. 






M 


Buildup in 1982 / 






«? 
5 






A\ 


I 
< 






Manufacturirtg s ^^ 


/ 




Buildup in ^^^_^__ 




/ 


1983 




L 


1 


1 1 * 




1981 ' 1982 




1983 ' 19B4 ' 1985 



(b) 



Fig. 1. fa,J Product life cycle curve for a hypothetical product, 
the SRF1 This curve is independent of the product's exis- 
tence (b) Actual sales achieved for SRF1 if the product de- 
velopment is completed at the end of 7982 or one year earlier 
at the end of 1981 

delay or speedup of shipments affects the malure-volume 
shipments, not the low-volume periods, Depending on the 
product, earlier market entry may very well double the total 
sales of the product during its life, The belie! in a product 
lil*- t vein is a primary driving force for the R&D organiza- 
tion's insistence on shorter experiment times which can 
result in shorter product development schedules. 

Another insidious impact that longer cycle times tend to 
have on (C development is that engineers lend to be less 
innovative if it is months horn the lime the design is com- 
pleted until the photomasks are available and the ICs are 
processed. The always-present schedule pressure is there 
and very often the feeling is. "maybe we had better nut run 
the risk of trying that neat now idea that could eliminate 
some expensive components. If the idea doesn'1 world 
months will be added to the schedule.' 1 Thus the overall 
impact can be quite detrimental. 

Production Benefits 

Within Hewlett-Pa* kard there h&s always been emphasis 
placed on having short manufacturing process times. How- 
ever, in an IC facility, this becomes significantly more im- 
portant because of yields and high inventory costs. 

One of the mosl significant advantages of qutek-tnrn- 
around IG processing is its impact on yield, The rale of yield 
improvement is an inverse function of the py< |.e lime re- 
quired to complete an engineering experiment, Such exper- 
iments provide the feedback required by process engineers 
for implementing process improvements. It is estimated 



that an experiment designed to improve a process will most 
likely result in a yield improvement from -2.5% to 12.5%. 
It can be further estimated that some smalh but positive 
yield improvement (typically 5%) for each completed en- 
gineering experiment is the most probable result, To in- 
crease the rate ut yield improvement the feedback loops 
(turnaround time) should be as short as possible. The net 
of cycle time on yield improvement is illustrated in 
Fig, 2 where the advantage of a short cycle time results in an 
earlier significant yield increase. 

Quick-Turnaround Operation 

IC manufacturing management is often reluctant to take 
all of the steps necessary to minimize cycle time. The argu- 
ments generally center on efficiency, or as it is somei. 
expressed, "operator efficiency." They argue that if there is 
not a reasonable amount of invent ory between stations or 
steps in the process, each operator is paced by the previous 
sfali on. Any slowdown at one station causes a similar slow- 
down al all downstream stations. This means operators are 
often standing around waiting for material. There is some 
truth lu this argument, but it can be turned into an advan- 
tage if both the operations and engineering personnel re- 
spond in the proper ways. The first requirement is that 
manufacturing and engineering management must have 
information available on a near continuous basis about the 
situation at each step in the process, If there is a problem at 
any station, it must receive immediate attention, tl en- 
gineering help is needed, it must be called in immediately. 
Since there is no inventory between stations, the visibility 
of a slowdown is much greater and the likelihood of a 
problem going undetected for any length of lime is small. 

Once a solution to a problem is proven out, another re- 
quirement of the strategy comes into play. Operators must 
be trained to handle some r>f the operations upstream from 
their respective stations so that a continuous flow ol prod- 
uct can be restored in the shortesl possible time. It Is also 
necessary to provide an equipment capacity somewhat 
greater than that required for normal product flow to allow 
quick recovery from stoppages. 

From a manufacturing viewpoint, the long orshorl pro- 
cess cycle time tends to be almost a binary decision. If an 
organization chooses h> a] low a slightly longer cycle time in 
order to "gain a little more efficiency. 11 ihe small stack of 
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Fig. 2, Plots of probable process yield improvement versus 
time for different process cycle times. As can be seen, shcr* 
cycle ttmes can result in more rapid yield improve n 
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wafers awaiting processing at each station is comforting. 
On the other hand, if any of those stacks of wafers are 

bad this though? often causes management to institute a 

much more elaborate and expensive in-process testing 
capability, one or more tests following each step in the 
process, This also tends to require a small stack of wafers at 
each station to ensure thai it can run efficiently and 
smoothly. Thus, the adding of a few wafers before each step 
causes the addition of more steps and more stark* oJ wafers. 
With these stacks of wafers everywhere, it becomes much 
more difficult to know about a slowdown or a technical 
problem anywhere in the process area, This in-process in- 
ventory also significantly increases costs. 

The opposite approach, a short production cycle time, is 
characterized by a quite different type of operation. Inven- 
tory between stations is minimized. Process monitoring is 
used but not allowed to increase process time. In many 
only a sample of each lot of wafers is tested. Operators 
must be more versatile. If a particular step in the process lias 
a problem getting sufficient quantity out. the next station 
knows about it almost immediately, and so on down the 
line. This brings prompt supervisory or engineering atten- 
tion. As the problem comes under control, the operators on 
down the line are shifted upstream to help get wafers mov- 
ing again 

With the reduced emphasis on total in-process testing of 
all wafers, a compensating capability is instituted- The 
capability tnr diagnosing processing problems must be first 
class. It is debatable whether or not this approach increases 
or decreases the likelihood of a significant problem. It is 
obvious, however, that if you have a two-week cycle time 
and any process step goes down, the output will go to zero 
in I wo weeks or less. On the other hand, once the problem is 
solved, the output can be quickly restored. In the worst case, 
only two weeks worth of in-process inventory will have to 
be scrapped. It could have been three mnnlhs worth, and 
this has happened! 

Once a decision Is made (o run a shop with a short cycle 
time, it is not always &&$y tn make it happen. An easily 
missed point is that control of the number of wafers inpui ,ii 
the start of the process is the primary control on Cycle time 
for an IC process. If for any reason the flow of wafers out of 
the process is slowed down or stopped, a corresponding 
change must be made at the input end. One lor of wafers out 
allows one lot of wafers to go in. If more wafers are al I o 
to go in than come out. the in- process inventory and cycle 
time grows. If you want more wafers oul, change Ihe pro- 
cess* the equipment set. the number oi people, or another 
factor that really changes capacity. Then and only then 



should the input be changed. If cycle time grows beyond the 
desired time, cut the inputs back until it balances. 

One of the more difficult tests that this mode of operation 
encounters occurs when the supply of good circuits was 
just adequate and suddenly the yield drops. The instinctive 
response is likely to be "we are not getting enough out, let's 
increase the starts/" This often is the first response. The 
system then responds with no more wafers out, the cycle 
time grows longer, but at least the yield responds; it drops 
even lower! This may not have been the anticipated result, 
but the fact is, it does happen. This is because the available 
resources are used to start new wafers, not fix the problem. 
In effect the emphasis has been quickly changed from qual- 
ity to quantity. This is not good for any manufacturing 
operation, but for an IC manufacturing process it is deadly. 

Short IC process cycle times are possible if the operating 
philosophy is in agreement with the constraints discussed 
above. For instance, engineering lot cycle time for the 
Corvallis Division's CMOS LSI process is less than two 
weeks, while other facilities are typically running with 
process times from one to three months. 

Acknowledgments 

The authors acknowledge the contributions of Jim 
Col well, Terry Pierce, Ed Shideier, and Mike Beaver* 
whose implementations of these ideas have confirmed 
their validity- 
Fred L. Hanson 

Fred Han son is engineering manager at 
HP's Gorvallis, Oregon Division A na- 
tive of Ogden, Utaru he received his 
BSEE and MSEE degrees from Utah 
State University in 1962 and 1963 He 
'i.r-' [oined HP's Lovetand. Colorado 
Division helped develop the 74 1 A 
DiHerental Voltmeter DC Standard, and 
served as protect manager for the 745A 
AC Calibrator and Ihe 746A High- 

:■■■ Amplifier Several papers and 
one patent resulted from that work 
^^f Then came a year in product". 

jXw i leering, three years as an R&D sec- 

^KbJf i io n man age r r h re e y ea rs as manager 

of the LoyeJand Instrument Division integrated circuits department. 
■ anaging trie start-up of the Corvallis Divi- 
sion IC operations Away from the job Fred enjoys running, fishing, 
hunting, and backpackrng, and rs a novice scuba diver Hes also 
•■-> Boy Seoul, programs, He's married, has 
.' rldren, and iives in CorvaNis 




JUNE 198 T HEWLETT-PACKARD JOuRNAi 35 



)Copr. 1949-1998 Hewlett-Packard Co. 



Viewpoints 

David Packard on University and 
Industry Cooperation 



THE HEWLETT-PACKARD COMPANY has benefited in 
many ways from cooperative research programs with uni- 
versities. Our closest and most intensive involvement in 
this regard has been with Stanford University- HP's first product, 
the audio oscillator, was the outcome of research on the negative 
feedback principle done by Bill Hewlett while at Stanford, and 
many other HP instruments have come from company-supported 
research there over the years. 

For example, in 1948-49 we supported research on high-speed 

hi uilry for nuclear counters, which was being done by two 

graduate students, Al Bagley and Quentin McKenna. This work 

made the Model 524 10-megahertz frequency counter possible, and 

it was one of our mast successful instruments of that era. 

Cooperative research programs with universities can generate 
new ideas for new f products, and also can provide the opportunity 
to gel acquainted with outstanding students who are prospective 
employees. The research project mentioned above not only brought 
us an outstanding new product idea, but an outstanding employee 
named Al Bagley, now engineering manager of our Instrument 
Groti ps t 

In the early years of the company it was largely the close personal 
relationship Bill Hewlett and I had with Fred Terman, dean of the 
Stanford School of Engineering, that made possible these very 
effective cooperative research programs. Fred Terman's vision of 
university-industry cooperation brought about the development of 
electronics research and education at Stanford to rank wilh the best 
in the country, if not in th& world. 

Of course research has been a significant factor in the advance- 
ment of technological knowledge at many educational institutions 
other than Stanford, and in many fields other than electronics. 
University research is one of the most important sources of new 
technology, and it should be nurtured and supported to the fullest 
poss ible extent by those Industries a nd i nd s v id ual co mpa n i es , such 
as Hewlett-Packard, that are highly dependent on technological 
advancements for their progress and growth, 

In the early years of the 1960s, there was concern at the univer- 
sities about the status of the humanities, The so-called hard sci- 
ences such as physics, chemistry, and engineering were receiving 
good levels of support from the United States government, and 
from industrial companies such as HP. There was. accordingly, a 



drive by university people for more unrestricted financial support 
from business and industry, and this drive met with some consid- 
erable success. 

A few years ago we decided to expand HP's university research 
support program. Relying on our earlier experience, we sought out 
professors at various universities who were? doing research in areas 
in which we were interested. We provided these people with a level 
of financial support that would be significant, and over a long 
enough period of time for them to be productive. We endeavored to 
establish a personal, cooperative relationship between HP people 
and university research people that would contribute to the effec- 
tiveness of the research, and enhance the benefits for all those 
involved, 

I am very pleased about the w T ay these programs are going, and I 
hope that as time goes along we will be able to initiate similar 
programs in new areas of interest to our company. I also hope that 
the experience and success we at HP have had in university- 
industry cooperative research will encourage other companies 
throughout industry to develop, or expand, similar programs in the 
future. 
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